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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 
FEDERAL  CIVIL  WORKS  ADMINISTRATION 


Bureau  of  Home  Economics  in  cooperation  with  Bureau  of  Agricultural  Engineering,  Extension  Service, 

and  Office  of  the  Secretary 


FARM  HOUSING  SURVEY 


House  No.  (1)- 
Date  


County  

State  

Township. 


Name  of  occupant   Post-office  address  

White  (2)   Negro,  Indian,  or  other  nonwhite  (3)  

House  owned  (4)   Not  owned  (5)   Name  of  owner- 
Post-office  address  of  owner  

Total  acres  in  farm  (6)   Acres  tillable  (7)  


B.  HOUSE— GENERAL  INFORMATION 

unpainted  (3)  

Kind:  Log  (1)   Earth  (2)   Frame  painted  (4)  

stucco  (5)  

Brick  (6)   Stone  (7)   Concrete  (8)  

Age  of  house:  Under  10  years  (9)  ;  10  to  24  years  (10)  

25  to  49  years  (11)  ;  50  and  over  years  (12)  

One  story  (13)   More  than  one  story  (14)  

Size:  Total  number  of  rooms  (15)   Total  number  of  rooms  not  in  use  at  any  time  of  year 

(16)-    Total  number  of  regular  occupants  (17)  

C.  CONDITION  OF  HOUSE 


Foundation  

Walls,  exterior  

Roof  

Chimneys  

Doors  and  windows  

Screens  

Paint,  exterior  

Interior  walls  and  ceiling. 

Floors  

Stairs  

Insulation  


Present  Condition 


Good 


(1) 

(6) 

(11) 

(16) 

(21) 

(26) 

(31) 

(36) 

(41) 

(46) 

(51) 


Fair 


(2) 
(7) 
(12) 

(17) 
(22) 
(27) 
(32) 
(37) 
(42) 
(47) 
(52) 


Poor 


(3) 

(8) 

(13) 

(18) 

(23) 

(28) 

(33) 

(38) 

(43) 

(48) 

(53) 


Repairs  or  alter- 
ations needed 


(4) 

(9) 

(14) 

(19) 

(24) 

(29) 

(34) 

(39) 

(44) 

(49) 

(54) 


Replacement  or 
new  installation 
needed 


(5) 

(10) 

(15) 

(20) 

(25) 

(30) 

(35) 

(40) 

(45) 

(50) 

(55) 
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D.  SPACE  REQUIREMENTS 


Have  now 

Additional  roozn 
needed 

(1)  No  

(2)  No  

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

(18) 

(19)  No.__ 

(20)  No._- 

(21) 

(22) 

(23) 

(24) 

(25) 

(26) 

Bedrooms  

Living  room  

Dining  room  

Kitchen  

Work  room  

Wash  room  for  farm  help  

Bathroom  

Halls    

Basement  

Closets  

Front  or  side  porch  

Back  porch  

Storage  space  for  fresli  fruits  and  vegetables. 


E.  WATER  SUPPLY  AND  SEWAGE  DISPOSAL 


Source  of  water: 

Well,  drilled  or  driven  

Well,  dug  or  bored  

Spring  

Cistern  

Stream  

Water  supply  for  house: 

Carried  (distance  (14)  ft.) 

Hand  pump  in  dwelling  

Piped,  cold  

Piped,  hot  

Sanitary  facilities: 

Outdoor  toilet  (privy) : 

Improved  

Unimproved  

Indoor: 

Chemical  

Flush  

Bathroom  fixtures: 

Tub  

Shower  

Lavatory  

Kitchen  sink  with  drain  

Disposal  of  sewage: 

Septic  tank  

Cesspool  

Stream  

Surface  


Have  now 


(1) 

(4) 

(7) 

(10) 

(13) 

X  X 

(15) 
(IS) 
(21) 


(24) 
(27) 

(28) 
(31) 

(34) 
(37) 
(40) 
(43) 

(46) 
(49) 
(52) 
(55) 


Repairs  or  alter- 
ations needed 


(2) 
(5) 
(8) 
(11) 


X  X 

(16) 
(19) 
(22) 


(25) 

X  X 

(29) 
(32) 

(35) 
(38) 
(41) 
(44) 

(47) 
(50) 
(53) 
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F.  LIGHT  AND  HEAT 


Lighting: 

Kerosene  or  gasoline  lamps  

Acetylene  

Piped  gas  

Electric: 

Home  plant  

Power  line  

How  far  is  nearest  power  line?    (Distance  (15)  miles) 

Heating: 

Fireplaces  

Stoves  

Circulating  heater  

Pipeless  furnace  

Piped  warm  air,  steam,  or  water  furnace  


Have  now 


(1) 
(3) 
(6) 

(9) 
(12) 
X  X 

(16) 
(19) 
(22) 
(25) 
(28) 


Repairs  or  alter- 
ations needed 


New  installation 
needed 


XXX 

(4) 
(7) 

(10) 
(13) 

XXX 

(17) 
(20) 
(23) 
(26) 
(29) 


(2) 
(5) 
(8) 

(11) 
(14) 

XXX 

(18) 
(21) 
(24) 
(27) 
(30) 


G.  REFRIGERATION,  LAUNDRY,  AND  COOKING  FACILITIES 


Have  now 

Eepalrs  or  alter- 
ations needed 

New  installation 
needed 

Refrigeration: 

Ice           ....                                                             _  . 

(1) 
(4) 

(2) 
(5) 

(3) 
(6) 

Mechanical    _                                                   .  _ 

Laundry: 

Where  done: 

Out-of-doors                                                                                _  _ 

(7) 
(8) 
(11) 

(14) 

XXX 

XXX 

In  kitchen 

(9) 
(12) 

(15) 

(10) 
(13) 
(16) 

In  basement                     .  . 

In  special  room  on  same  level  with  kitchen 

Equipment: 

Fixed  tubs  _   

(17) 
(20) 
(23) 

(18) 
(21) 
(24) 

(19) 
(22) 
(25) 

Power  machine                 .                                                       _  . 

Hand  machine          _  _ 

Cooking  facilities: 

Wood  or  coal  stoves                                 _                     .  .   

(26) 
(29) 
(32) 
(35) 

(27) 
(30) 
(33) 
(38) 

(28) 
(31) 
(34) 
(37) 

Kerosene  or  gasoline  stove  .                                                _      .  _ 

Gas  stove  _      .                                        _____       _              _  __ 

Electric  stove  _                                                         _        _  .                __  _ 

H.  LANDSCAPING  OF  HOUSE 


Have  now 


Repairs  or  alter- 
ations needed 


New  installation 
needed 


Yard: 

Surface  drainage  away  from  house 

Lawn  established  

Plantings  

Walks  and  drives  

Fences  


(1) 

(4) 

(7) 

(10) 

(13) 


(2) 

(5) 

(8) 

(11) 

(14) 


(3) 

(6) 

(9) 

(12) 

(15) 
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I.  RELATIVE  IMPORTANCE  OF  REPAIRS  AND  IMPROVEMENTS  WANTED 

Were  the  following  specified  amounts  available  for  improving  your  home,  what  would  you  spend  them  for? 


House  repairs  and  improvements: 

Foundation  

Exterior  walls  

Roof  

Chimneys  

Doors,  windows,  screens  

Porches  

Interior  walls,  ceilings,  floors  . 

Additional  room  

Water  system  

Sanitary  facilities  

Lighting  system  

Heating  system  

Bathroom  equipment  

Laundry  facilities  

Cooking  facilities  

Landscaping  

Electricity: 

Home  plant  

Power  line  ^  

Built-in  equipment  

Furnishings  


$500 


(1) 

(4) 

(7) 

(10) 

(13) 

(16) 

(19) 

(22) 

(25) 

(28) 

(31) 

(34) 

(37) 

(40) 

(43) 

(46) 

(49) 
(52) 
(55) 
(58) 


$250 


(2) 

(5) 

(8) 

(11) 

(14) 

(17) 

(20) 

(23) 

(26) 

(29) 

(32) 

(35) 

(38) 

(41) 

(44) 

(47) 

(50) 
(53) 
(66) 
(59) 


$100 


(3) 
(6) 
(9) 
(12) 

(15) 
(18) 
(21) 
(24) 
(27) 
(30) 
(33) 
(36) 
(39) 
(42) 
(45) 
(48) 

(51) 
(54) 
(57) 
(60) 


J.  NEW  CONSTRUCTION  AND  FINANCING 

Is  construction  of  new  house  contemplated  within  next  3  years?    (1)   If  so,  number  of  rooms 

(2)   Estimated  expenditure  (3)  -  

Give  value  of  repairs  or  improvements  made  on  the  present  house  during  the  last  3  years:  Less  than  $100 

(4)  ;  $100  to  $499  (5)  ;  $500  and  over  (6)   Expenditure  for  repairs  or  improvements 

contemplated  within  next  12  months  (7)  $   Is  money  available  from  local  credit  sources  to  finance 

house  construction,  repairs,  or  improvements  (8)   Would  you  be  interested  in  borrowing  money  to 

finance  construction,  repairs,  or  improvements  provided  interest  rate  is  satisfactory  and  repayments  can  be 

distributed  over  a  period  of  10  years?    (9)  Yes  ;  (10)  No   How  much  would  you  deshe 

to  borrow?  (11)  $   What  would  you  consider  a  satisfactory  rate  of  interest?  (12)  

K  EM  arks: 


Value  of  record  assigned  by  enumerator  A...  B—  C—  D_.. 

Kecord  obtained  from:  Man._.  —    Woman   Both 

Name  of  enumerator  

Record  checked  by  


Press  Service, 
U.S.D.A. 


For  paipers  in  counties 
having  rural  housing  survey. 

Decenher  22,  1933. 


(ITAME  0?  COUITTY)  COUNTY  SEIECTED 

FOR  FASM  HOUSILTG  SURVEY 


TiThile  business  nen  are  talcing  their  January  inven- 
tories, to  see  how  they  are  to  prepare  for  1934,  the  farm  faiailies  of   

(name  of  county) 

County  will  be  having  another  and  most  interesting  inventory  of  their  own  plants, 
the  farm  homes,  through  the  meditm  of  the  rural  housing  survey  to  be  conducted  by 
the  Bureau  of  Home  Economics  in  Washington  and  the  HoK^le  Extension  agents  in  the 
various  States. 

Here  in  County  the  work  will  be  directly  in  charge  of 

(name  of  county) 

;  ,  working  under  the  direction  of  ,  State  director 

(name  of  county  chairman) 

of  extension  work,  in   .    The  survey  has  been  approved  as  a  Federal 

(name  of  State) 

Civil  Ti7orks  Administration  project,  and  the  field  work  will  be  done  by  vfomen  who 

will  be  appointed  from  the  re-employment  rolls  in  the  county.    Employment  is  thus 

made  available  to  those  who  need  it  v/hile  valuable  information  is  collected  as  to 

the  present  adequacy  of  farm  homes  and  the  needs  and  resources  for  improvement, 

"It  is  heartening  for  the  men  and  women  in  farm  homes  to  see  that  farmers 

are  to  be  regarded  again  as  consumers  and  employers,"  says   ,  home 

demonstration  agent  here,  in  speaking  of  the  survey,  which  is  expected  to  begin 

locally   •     "They  have  wanted  new  houses,  or  nev;  rooms  or  porches  or 

(insert  date) 

repairs  or  furnaces  or  electricity,     For  too  many  years,  they  have  had  to  budget 

1456-34 


-  2  - 

their  crop  returns  with  the  utmost  care  to  provide  for  food  and  clothing  and  taxes 
and  interest.     In  too  many  cases  there  hasn't  heen  enough  income  to  pay  for  the 
repairs  that  every  good  housekeeper  and  every  fanner  know  are  necessary  to  keep  the 
property  from  running  down,  and  there  has  been  practically  nothing  for  new- 
equipment. 

"The  community  in  general,  I  feel  sure,  will  he  interested  in  the  tabulations 
that  will  be  made  after  the  field  survey.     These  will  show  farm  house  condition  and 
if  they  have  adequate  equipment, 

"Not  every  county  will  be  surveyed,  but  in  those  selected  all  farms  will  be 
visited.    Pall  information  will  be  obtained  as  to  the  condition  of  the  house  and 
equipment,  and  the  need  for  repairs  and  improvement. 

"Just  after  Christmas  is  the  time  when  all  women  begin  to  think  of  fixing 

up  their  homes,    For  that  reason  I  am  sure  the  women  here  will  cooperate  with  our 

field  agents  in  every  way.    We  recognize  of  course  that  this  survey  is  only  a 

foundation  for  what  may  be  done  in  the  future,  perhaps  only  after  several  years 

any 

have  passed.    But  even  if  farm  people  can't  see  their  way  clear  to  making/ improve- 
ments on  their  houses  this  year  we  want  their  full  cooperation  as  we  now  make  the 
survey  which  will  give  the  facts  as  a  foundation  for  future  planning," 
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pOUMTY  TABUIATIOUS  MP  SIMMIES 

Tabulation  sheets  will  be  mailed  to  each  county,  in  oi'der  that  th© 
schedules  may  he  summarized  in  the  cotmty. 

1.  House  number  -  The  house  number  sh^ld  ba  assigned  in  1>he  county 
office  and  the  schedules  should  be  arranged  and  entered  In  numerical 
sequence;  that  is,  the  lowest  number  first  followed  by  higher  niatobers. 
Since  the  schedules  ar*3  to  be  classified  into  four  groups  (see  paragraph 
k.  below)  and  the  hotise  niambers  are  assigned  to  the  siJfodul^s  as  they  are 
received  in  the  countiy  office^  the  numbers  on  any  one  auBUoary  sheet  will 
not  be  in  diract  sequence.    Jor  .example,  on  the  ^'whi^Q,  owner"  sheet  the 
house  numbars  may  run  like  this:  2,  7»  H.  i5> 

2.  Numbjgr  of  columns  -  The  number  of  each  vertical  colujnn  on  the 
tabulation  sheets  corresponds  with  tha  nttmber  of  the  item  on  the  schedule; 
for  exampl'3,  on  ths  schedule,  to  the  right  of  the  it:an  "House  Ho.",  is 
the  numeral  The  person  tabulating  this  schedule  in  the  county 
qffice  should  place  the  house  number  in  column  "1"  of  the  tabulation  sheet 
"1".    This  house  number  should  be  repeated  in  colunan  "1"  on  each  succoiiiiJkgg 
tabulation  sheet  of  the  set. 

> 

3»    Completed  schedules  should  be  checked  and  tabulated,  -  All  schedules 
should  be  checked  by  someone  other  than  the  Enumerator  before  they  are 
tabulated,  and  only  substantially  complete  records  should  be  tabulated; 
that  is,  the  information  in  the  schedule  should  be  substantially  complete 
for  all  questions  between  "A"  and  "H"  inclusive.    As  much  information  as 
possible  should  be  shown  in  sections  "I"  and  "J". 

^*     Sorting  of  schedules  before  tabulation.  -  The  schedules  should  be 
sorted  into  the  following  four  groups  for  each  township  before  tabulating 
them: 

1.  White  occupants  who  are  owners. 

2.  '.fhito  occupants  who  are  not  owners. 

3.  Negroes  or  other  non-white  occupants  who  are  owners. 
U.  Negro  and  non-white  occupants  who  are  not  owners* 

Each  of  the  above  groups  should  be  tabulated  on  separata  sets  of  sheets. 
The  sheets  should  b©  marked  in  the  upper  left-hand  cornar  under 
"Classification"  to  indicate  whothar . they  cover  the  whitsa,  non-white, 
owner  or  non-07mer.    There  will  be  two  checks  on  each  sheet;  i.e., 
''^^^i^®  owner  . 
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5.    Entries  on  ta"bulation  sheet .  -  Certain  of  the  entries  in  the 
col-unins  of  the  tabula t ion  sheet  sho-uld  be  nmbers,  others  should  be  check 
marks  ( *0  •     ^ot  example,  in  "Section  B  -  House  -  General  Information",  the 
information  from  itjras  "I3"  and  "l4"  should  be  transferred  to  columns  "I3" 
and  "lU"  of  the  tabulation  sheet  as  check  marks  (i/).     Column  "I5"  of 
tho  tabulation  sheet  should  contain  the  srmd  numeral  ps  is  shown  on  the 
sciaodule  under  item  "I5"i  "Total  number  of  rooms." 

^'     Method  of  tabulating.  -  In  tabulating,  one  person  should  read  from 
the  sche.iule  and  a  second  person  should  make  the  entry  on  the  tabulation 
sheet  in  irak:     The  inforaiation  should  be  read  back  from  the  tabulation 
she^t  to  verify  the  transfer  and  cheCiCed  against  the  schedule. 

7.  Eighty  schedules  per  sheet.  -  Space  is  provided  on  each  tabulation 
sheet  for  eighty  schedules.     Eiva  schedules  should  be  entered  in  each 
horizontal  section.    Csre  should  be  taA-en  to  see  that  five  records,  no 
more,  no  less,  are  entered  in  each  horizontal  space  in  order  to  economize 
on  tabulation  sheets,  insure  the  identification  of  a  particular  number 
with  the  proper  schedule,  and  fe.cilitete  the  taking  of  totals. 

8.  Check  ell  computations.  -  All  additions  and  othar  computations 
should  b3  verified  by  a  second  person. 

9'     Totals  for  count i .38.  -  Totals  should  be  taken  for  aach  column  in 
3ach  group.     Space  for  two  totrls  will  be  found  at  the  bottom  of  each  sheet. 
The  first  space,  "Total  of  'colunin"     is  to  ba  used  for  the  sum  of  th3  numbers 
entered  from  the  various  schedules  and  may  be  in  terms  of  rooms,  persons, 
dollars,  ate.     Thsse  spacas  will  bo  used  only  in  thosj  columns  where 
nurabers  appear  to  be  totaled.     The  marabars  v/ill  be  entered  in  the  follow- 
ing columns  for  the  first  series  of  totals,  section  "A",  columns  "6"  and 
"7",  section  "B"  columns  "I5",  "I6",  "17".  section  "D" ,  colimns  "1",  "2", 
"19",  "20",  section  "E" ,  column  "ll4-",  section  "J",  column  "I5",  section 
"J",  coluj;ms  "2",  "3",  "7",  and  "11".    The  second  space,  "Number  of  entries 
in  column",  will  be  used  to  indicate  the  total  number  of  entries  in  the 
colmn.     Every  coluian  should  be  totaled  in  thj  second  space.     ?or  example, 
the  total  of  section  "J",  coluian  "3",  may  be  ^126,789,  which  is  the 
ostimatad  expenditure  for  new  const  reaction,  while  the  total  on  the  line 
below  may  ba  1,375  wnich  is  the  number  of  housas  on  which  tha  estiiiited 
expenditure  of  ^126,789  is  to  be  spent.     The  first  s«jries  of  totals  should 
ba  entered  in  red  ink.     The  totals  on  the  line  below  should  be  entered 
in  black. 


1^  ■» 
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10.    County  s-ummsries.  -  Totals  siiould  be  transferred  from  each 
township  sheet  in  raa^iing  the  county  aujnmaries.     Summaries  should  be  made 
for  each  of  the  four  groups  shown  in  paragraph  U,  above.    The  following 
side  headings  should  be  printed  on  the  tabulation  sheets  for  the  purpose 
of  preparing  totals  of  the  columns  for  the  coujity.    figures  for  two  town- 
ships should  be  enterud  in  each  horizontal  space  of  the  tpbuletion  sheets 
which  is  used  for  this  summary. 


White  owners  in  county 

Township  or  District  No.  1: 

Township  or  District  No.  2: 

Township  or  District  No.  3: 

Etc. 

Total  white  owners: 

>7hite  non-owners  iij  county 
Township  or  District  No.  1: 

Township  or  District  No.  8t 

Township  or  District  No.  3i 


Total  of  col\imn* 

Number  of  entries  in  column** 

Total  of  column* 

Number  of  entries  in  column** 

Total  of  column* 

NuL;b3r  of  entries  in  column** 


Total  of  column* 

N\±ib3r  of  antries  in  column"^* 


Total  of  column* 

Number  of  entries  in  column** 

Total  of  column* 

N^xiber  of  entries  in  column'^* 

Total  of  coluiun* 

Number  of  entries  in  column** 


Etc, 

Total  white  non«o.yner:    Total  of  colur.in* 

EFumber  of  entries  in  column** 

Non-white  Civners 


Toiivnship  or  District  No.  li    Total  of  colman* 

NuLiber  of  entries  in  column** 

Township  or  District  No.  2:    Total  of  column* 

Nui;iber  of  entries  in  column** 

Township  or  District  No.  3;    Total  of  coluiun* 

Nui-iber  of  entries  in  column** 


Etc. 

Total  non-white  owners:    Total  of  column* 

Nui..ber  of  entries  in  coluian** 

*  figures  should  be  enterd  in  red  ink, 

**  Figures  should  be  entered  in  black  ink. 


Hi^'-white  _non~Qwnei"s 

Township  or  District  Wi,  %t    SiS^tal  of  coliomn* 

I'lumbar  of  entricjs  in  colmn** 

Townshi-p  or  District  No.  2:    Total  of  col-'jum* 

Hiamber  of  entries  in  coliaan** 

Townsl'iip  or  District  Ko.  3*    Total  of  colman* 

ITuiiibisr  of  entries  in  coliomn** 

Etc. 

Total  non-wMts  non-owners:    Total  of  colimn* 

HTjiiib^r  of  entries  in  coltmin** 

The  totals  fro,::  this  saction  should  '03  carried  forward  to  the  table 
indicated  in  paregrapa  "11"  and  gi'pnd  totals  rapdj  as  indicated  in  that 
paragraph. 

County  siiiUiaari es  should  03  iag^  as_  f qHo.'?s; 

G-rand  total  of  coluiiin  for  count y:_ 

iVhite  owners:     Total  of  coluLm* 

Nuiuber  of  entries  in  colunn** 

Vifhite  non-own.^rs:    Total  of  Golui.;n* 

Nuiiiber  of  entries  in  coluaan** 

1.  Total  white:     Total  of  colu-.n* 

Number  of  entrijs  in  colix_.n** 

Kon-white  OY*?ners:    Total  of  coluiun* 

Hui-feor  of  entries  in  colli  .n** 

Non-white  non-ovmers:     Total  of  colui.in* 

Nmiber  of  entries  in  coluinn** 

2.  Total  non-white:    Total  of  coluun* 

Nui.iber  of  entries  in  colur-in** 

3'  vir-nd  Iw^t-^l  '.hit^s  n-d  non-whites  (a);  Total  of  coluian* 

Nunber  of  entries 
in  colunn** 


*  i'igures  should  ba  entered  in  red  ink. 
*♦  figures  should  be  entered  in  black  ink. 
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Owners  -  white:     Tot  el  0^  ^,l\;^pL* 

Utunber  of  ilifip^  in  colmn** 

Owners  -  non-v/hite:    Totpl  of  eoltimn* 

Niamber  of  entries  in  coltum** 

U.     Total  OTOers":     Total  of  col-umn* 

Ifamber  of  entries  in  coliamn** 

Non-owners  -  white:     Total  of  col-uran* 

.  _  Number  of  entries  in  colmin** 

Hon-owners  -  non-white;    Total  of  colwan* 

Nuraber  of  entries  in  colmin'** 

5.    Total  non-o«njrs:    Total  of  col-uian* 

Number  of  entries  in  coluian** 

6.     Grand  total  owners  eftd  non-ovmers  (a):  Total  of  coluran* 

Number  of  entries 
in  coluiun** 

(a)  -  Grand  total  3  should  equal  grand  total  6, 

♦  Figures  shoald  be  entered  in  red  ink. 
**  Figures  should  be  entered  in  black  ink. 

12.     Suraraary  for  interest  rate,  (section  J,  New  construction>  item  ^'12") 


Rate  of  interest 
ColuLin  1 

.  Number  of  schedules  reporting  rate  of  interest 
!                              Column  2 

NUMBER 

1  to  2 

2.1  to  3 

3.1  to  k  - 

U.l  to  5 

5.1  to  6 

6,1  to  7 

7.1  to  8  ; 

8.1  to  9 

9,1  to  10 

(Suggested  radio  talk  ty  Home  Demonstration  Agents  concerning 

Farm  Housing  Survey.) 

— ooOoo — 

I  want  to  tell  you  women  in  farm  homes  who  are  listening  to  this  broadcast 
about  our  farm  home  survey.    This  is  a  civil  works  project  of  the  Federal  and 
State  governments.     It  is  being  supervised  by  the  home  demonstration  agents  in 
each  county;  in  the  State  by  the  Agricultural  Extension  Service;  nationally  by 
the  Bureau  of  Home  Economics.    The  persons  with  whom  each  of  you  farm  women  will 
come  in  contact  are  field  agents.    They  are  appointed  to  work  under  the  home 
demonstration  agent  in  each  county.    One  of  these  winter  days,   quite  soon  now,  a 
field  agent  will  call  at  your  house. 

We  don't  want  you  to  keep  them  waiting  too  long  when  they  come,  and  that 
is  why  I  want  to  tell  you.  tonight  v/hat  you  can  do  to  help  in  this  survey.  They 
Y/ill  ask  you  questions  about  the  improvements  and  additions  you  would  like  to 
make  on  your  houses,  as  farm  prices  get  better.     Everyone  hopes  that  193^  v/ill 
bring  these  better  prices,  and  we  want  to  know  v/hat  you  need  to  put  your  farm 
houses  in  good  repair  and  make  them  comfortable  throughout.    This  is  a  good  time 
for  an  inventory  of  the  repairs  that  are  needed.     Would  you  like  to  have  papering 
done?    Painting?    A  new  furnace  -out  in,  or  electricity,  or  a  v/ater  system  or  a 
bathroom  and  toilet? 

These  last  few  years  you  have  had  to  let  repairs  and  iraprovenents  go 
because  you  couldn't  afford  to  spend  what  they  would  cost.    You  are  alv;ays  a 
producer,  but  for  quite  a  long  time  now  you  have  been  out  of  the  ranks  of  consumers 
of  anything  but  just  the  necessities  of  life.    This  decreased  buying  pov;er  in  the 
farm  homes  has  decreased  purchasing  power  in  the  cities,  and  thus  has  cut  down  the 
demand  for  farm  products.     So  we  have  started  a  vicious  circle  which  now  we  are 
hoping  to  break. 


-2- 

While  raillions  of  peor)le  lxa.ve  teen  out  of  work  in  tlie  cities  in  the 
pe,st  fev/  years  hundreds  of  thousands  of  farmers  have  Deen  living  in  homes 
which  fall  far  "below  modern  standards  of  comifort,  or  even  minimum  standards 
for  health.     Tliis  siorvey  is  the  first  step  toward  determinin'^  the  notential 
demerid  for  "better  housing  on  our  farms.    ITational  loaders  hope  that  such  a 
study  will  lay  a  foundation  for  the  working  out  of  a.  system  "by  which  the 
unemployed  people  in  the  cities  can  "be  given  real  johs  making  the  things 
which  farmers  have  "been  doing  without,   so  says  Dr.  Mordecai  Ezekiel,  economic 
advisor  to  the  Secretary  of  Agi'iculture,  who  is  in  general  charge  of  the 
present  survey.    And  as  the  purchasing  power  of  these  people  in  the  cities 
and  towns  increases  the  prices  for  farm  products  v/ill  have  a  corresponding 
rise. 

These  are  the  things  those  field  agents  will  want  to  find  out.  Think 
of  them  now,  to.lk    them  over  with  your  hus"band  and  family,  and  he  ready  to 
ans'wer  the  agent  who  comes  to  your  door.     She  will  ask  for  genera.l  Informa-tion 
ahout  your  house  —  its  size,  its  ma>,terial  and  construction,  a.nd  the  number 
of  people  living  there  regn.la,rly.     She  will  ask  you  too  a'bout  the  condition 
of  the  foundation,  the  outer  walls,  the  roof,  the  chimneys,   the  doors  and 
windov/s  and  screens,  and  a"bout  the  interior  walls,  floors,  stairs  and 
insulation  —  you  will  want  to  talk  to  the  menfolks  ahout  these  details. 

She  v/ill  ask  a'bout  the  roomiS  you  now  have  —  bedrooms,  living  room, 
dining  room,  kitchen,  work  room,  wash  room  for  your  farm  help,  bathroom, 
halls  basement,  closet  space,  porches,  storage  facilities  for  friiits  and 
vegetables.     The  list  is  a  long  one,  to  give  a  basis  for  study  later.  All 
of  you  won't  have  or  need  'all  of  the  things  listed  on  her  schedule. 

She  will  ask  information  as  to  youi-  v/ater  supply,  drilled  or  driven 
wells,  spring,  cistern  or  stream.     If  you  have  to  carry  water  into  the  house, 


how  far  mast  you  go?  Is  the  water  supply  pumped  into  the  house?  How?  Have  you 
a  ■bathroom  and  fixtures,  kitchen  sink:  and  drain?  How  is  wa.ste  disposed  of?  How 
do  you  light  the  house,   and  do  you  heat  it  with  fireplace,   stove  or  f^^rnace? 

Farm  gardens  are  now  regarded  hy  all  of  us  as  indispensable  parts  of  our 
homes,  and  this  survey  will  ask  ahout  yov.r  lawn,  v,^alks,  drives  and  fences, 
shrubbery  and  landscaping  features.    All  of  these  things  add  to  the  value  of  your 
property,  you  know,  and  they  thus  have  a  place  in  this  study. 

And  here  comes  a  chance  for  some  delightful  make-believe.     Your  caller  will 
ask  you  what  you  would  do  toward  yemodeling  or  improving  your  house  if  you  had 
$500;   if  you  had  $250;   if  you  had  $100.    You,  can  list  your  preferences,   and  in 
doing  this  we  suggest  that  you  mark  your  choices  One,  Two  and  Three, 

The  first  few  days  of  every  new  year  are  given  over  by  merchants  and 
business  men  to  inventories  of  their  property.     We  believe  it  is  good  business  for 
you  to  make  inventories  of  your  homes  too,  and  this  month,  with  work  outside  the 
house  almost  at  a  standstill,   is  the  right  time  for  a  conference  as  to  the  real 
needs  for  improved  farm,  house  facilities, 

I  want  to  repeat  before  I  close  my  talk,   the  reason  for  this  survej^  in 
which  we  are  asking  your  help.     It  is  a  Civil  Works  project,  carried  out  by  the 
United  States  Departm.ent  of  Agriculture  and  the  State  Agricultural  Extension 
Services.     Data  will  be  collected  from  3OO  tyyical  counties  in  the  United  States, 
by  wom.en  em-ployed  under  the  Civil  Works  Administration.     It  will  provide  A^aluable 
facts  which  have  heretofore  been  unavailable  and  it  will  serve  as  a  foundation, 
upon  which  to  build  a  program  for  improved  farm  homes.    A  field  absent  v;ill  call 
at  the  home  of  each  one  of  you,  v/ithin  the  next  few  weeks.     You  will,  v:e  are  sure, 
give  her  all  possible  cooperation  in  her  'work. 


1 
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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 

BUREAU  OF  HOME  ECONOMICS 
WASHINGTON,  D.  C. 


January  St 


BUU£TIN  FOR  STATa  CHAIRMKW,    RURAL  HOUSING  SURVEY,  C.  W.  A.,  NO.  I. 


A  flood  of  telegrams  from  all  over  the  country  has  indicated  with  sur- 
prising unanimity  the  major  problems  to  be  encountered  in  administering  the 
Rural  Housing  Survey.    In  order  to  save  time  I  shall  discuss  them  in  this 
general  letter.    If  individual  problems  are  not  solved  by  this  letter* 
I  shall  be  glad  to  furnish  the  information  through  correspondence. 

the  three  main  problems  have  been  delay  in  receiving  the  schedules* 
uncertainty  about  use  of  the  franking  ^ivilege,  and  travel.    In  additions 
the  question  of  adjustment  of  personnel  to  meet  the  peculiar  conditions 
of  individual  States  has  arisen,  and  that  of  payment  of  telephone  and  tele* 
grar*h  expenses. 

In  general  it  should  be  understood  that  the  Civil  Works  Administration 
is  anxious  to  get  people  to  work  immediately,  and  will  cooperate  to  the 
greatest  possible  extent  to  facilitate  a  speedy  execution  of  our  program. 

/' 

bCI!  JDULSS 

Orders  for  mailing  schedules  in  adequate  numbers  to  all  the  States  were 
sent  to  the  Government  Printing  Office  on  Tuesday  wad  Wednesday,  December 
26th  eind  S7th.    Due  to  the  press  of  emergency  work  in  that  office,  not  all 
the  schedules  were  mailed  out  at  the  same  time,  but  we  have  been  told  that 
the  last  were  mailed  January  fourth.    If  an  adequate  supply  does  not  arrive 
by  Wednesday,  January  6th,  please  telegraph  us.    In  the  meantime,  enumerators 
who  have  already  been  employed  can  be  put  to  work  on  mimeographed  copies  of 
the  Sample  schedule  that  was  sent  you,  the  cost  of  mimeographing  to  be  pai4 
from  your  allotment  for  other  than  personnel.    The  data  should  later  b© 
transferred  to  the  printed  schedules  before  tabulatiisg* 

TABULATION  SHiii-TS 

The  county  tabulation  sheets  are  being  mailed  daily.    Since  the  clerks 
will  be  able  to  tabulate  much  faster  than  the  enumerators  can  gather  the 
data,  it  is  not  necessary  for  you  to  have  the  tabulation  sheets  as  soon  as 
the  schedules.    The  State  summary  sheets  and  instructions  will  be  sent  later. 
The  county  data  will  be  in  such  form  that  the  State  summaries  will  be  a  com« 
paratively  simple  matter,    "^e  have  estimated  that  each  county  will  neeA 
thirty  sets  of  tabulation  sheets,  and  have  sent  them  out  on  that  basis.  Since 
it  is  difficult  to  estiffia|p  how  many  will  actually  be  u»dd«  you  may  need 
more^    If  you  find  as  the  work  of  tabulation  progresses  that  you  do  need 
more,  notify  us  of  the  number  desired  and  we  will  supply  them. 
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FRAlJKiriG  PRIVILEGI] 
It  has  been  decided  througii  tho  cooperation  of  the  i^xteneion  Service 
that  the  Extension  stationery  and  franKed  envelopes  can  be  used  for  cor^ 
respondence  in  connection  with  the  Rural  Housing  Survey.     If  necessary* 
the  State  i.xtynsion  Office  will  be  feimbursed  for  this  expenditure  for 
stationery.    We  are  sending  to  each  State  Chairman  aft  adequate  supply  of 
Bureau  of  Home  clconomics  franks  for  use  in  the  mailing  of  large  quantities 
of  material*    These  can  be  used  on  I'.anila  envelopes  purchased  locally*  for 
the  mailing  of  schedules, 

TRAVliL 

A  new  ruling  has  recently  gone  into  effect  throughout  the  country  on 
the  payment  of  travel  by  the  Civil  Works  Administration*    The  State  Civil 
Works  Administrators  were  authorized  on  December  28th  %o  pay  travel  expenses 
for  approved  Federal  projects  upon  properly  certified  vouchers  from  Federal 
Emergency  Relief  Administration  funds »  until  January  7th.    After  that  date^ 
•i,ravel  authorised  in  connection  with  th©  Rural  Housing  Survey,  including 
expenses  of  field  workers  where  they  are  not  included  in  their  wages »  will 
be  paid  by  the  Departaent  of  Agriculture  through  the  ^Jxtension  Service 
according  to  routine  procedure.    The  money  to  cover  travel  expenses  will  be 
transferred  from  the  Civil  V^orks  Administration  to  the  Department  of  Agri- 
culture next  week,    'j^hile  there  may  be  some  delay  in  making  this  money 
available,  travel  will  be  paid.    The  money  will  be  deducted  from  the  pum 
allotted  each  State  for  other  than  personnel.     It  must  be  disbursed  in  ac- 
cordance with  Civil  ^Vorks  Rules  and  Regulations  No.  IS,  a  copy  of  which 
we  are  mailing  under  separate  cover. 

Cli-iiJGii  IK  KUI-BJH  OF  PiJH30r>INi:L 
A  number  of  states  have  requested  a  change  in  t,helr  ajLlotmeat  of  person^ 
nel  to  employ  more  persons  for  a  yhorter  time.    We  have  not  yet  been  abl« 
to-  get  a  definite  decision  from  the  Civil  Works  Administration  on  the  few 
changes  of  this  kind  that  wo  hdve  already  submitted  for  approval.  There- 
fore, our  advice  is  for  you  to  employ  your  full  quota  of  personnel  and  gO 
ahead  getting  as  raany  schedules  as  possible  in  the  tine  left.    Care  should 
be  exerted  to  finish  townships  or  similar  smaJLl  political  areas  for  the 
purpose  of  gathering  data  comparable  to  pensus  data*    There  is  a  possibility 
that  the  time  will  be  extended  to  enable  each  State  to  have  the  ful}.  five 
weeks  for  field  work  as  originally  designed,  but  every  effort  should  be 
made  to  complete  it  within  the  allotted  ai-'io  unt  of  Xime^ 

TELiiGRAPK  AMD  TiiUiPIIOMii 
The  State  Civil  ^Vorks  Administration  should  pay  for  telegraph  and  tele- 
phone expenses  from  your  allotment  for  other  than  personnel.    Where  admini?* 
trative  expensea  are  unusually  high  we  may  be  able  to  pay  such  items  as 
telephone  and  tele2;raph  bills  from  our  central  administrative  tnndi  but  there 
can  be  no  increase  in  State  budgets  at  this  late  dato«  and  it  is  desirable 
to  cut  down  administrative  expenses  to  the  minimum.    The  State  Civil  Works 
Administrator  will  supply?  you  with  the  proper  forms  and  vouchers  for  tele- 
phone, telegraph,  rental,  supplies  and  other  *\Xpensos  other  than  travel  and 
personnel . 
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7AGi;  RATK 

The  hourly  waj;©  rate  w^s  workad  out  on  the  basis  of  a  thirty-hour 
week.     In  no  ca.SiJ  should  the  weekly  ^valJe  exceed  thirty  times  the  maximum 
hourly  rate  suggested, 

'jSBKLY  RU?0RT3 

"Ve  u'cro  able  to  report  2174  eaployed  persons       work  on  this  project 
throughout  the  country  last  week.    Our  allotment  of  personnel  is  4,992  and 
've  hope  to  have  this  quota  filled  by  the  end  of  next  week*    Several  States 
did  not  get  their  reports  to  us  in  time  to  be  included.     The  reports  must 
raach  this  office  by  Honday  of  each  week.    They  should  include  all  persons 
employed  during  the  week,  from  Saturday  to  Friday,  including  those  expected 
to  be  on  the  payroll  of  the  following  Saturday.    Some  weeks  the  report  will 
not  vary  from  ?/eek  to  week,  but  it  should  be  sent  in  nevertheless^    The  forms 
sent  you  for  county  reports  should  be  used,  with  a  notation  regarding  the 
number  of  persons  employed  in  the  State  Office,     In  order  that  these  reports 
iuay  reach  us  each  Monday,  they  should  be  sent  the  previous  Friday  by  special 
delivery  or  air-mail,  and  not  by  telegraph  unless  it  is  absolutely  necessary 
in  order  to  get  thera  in  on  time.    The  comments  Written  on  last  week's  reports 
have  been  very  helpful  in  giving  us  concise  statements  of  progress  and 
difficulties* 


Louise  Stanley 
Chief 
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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 


BUREAU  OF  HOME  ECONOMICS 


WASHINGTON,  D.  C. 


January  I93U 


FABJ-i  H0U3IHG  SURVEY  -  193^ 


BULLTSTBI  TO  STATE  AlW  COUIJTY  CEAIEIviSSIi 
COUNTY  TABULATION  5HSETS 


The  "S\KCTiary  Sheets  for  Engineer's  Survey  Schedule"  (  3  P^g^s 
to  a  set)  have  all  been  mailed  out.    The  tahulation  sheets  for  the 
main  survey  are  hein^  mailed  to  you  today.    The  number  of  farsas 
and  the  number  of  townships  ( shovra  in  the  I93O  Census  Report)  have 
"bexin  considered  in  estiiijsting  the  number  of  tabulation  shee;^s 
necessary  for  each  county.     It  is  observed  that  the  number  of  farms 
per  township ^  especially  in  the  vTestern  States^  is  frequently  vary  ■% 
small.     In  those  cases,  it  is  permissible  for  you  to  tabulate  more 
than  one  township  on  a  sheet,  for  example  there  may  be  three  farms, 
occupied  by  wnite  owiers,  in  Township  iJumber  1.  and  six  farms 
occupied  by  white  ov/ners  in  Township  ITurcber  2.     The  schedule^  for 
the  white  ovmers  in  To'-ynsiup  Nvmber  1  may  be  tabulated  on  the  first 
three  lines  of  the  /fhite  Owner  sheet  and  totaled.     A  heayy  double 
line  should  then  be  diswn.    Township  Nuraber  2  should  be  inserted 
on  tnis  line  and  the  six  schedules  for  the  white  owners  in  this 
township  tabulated  on  the  lower  part  of  the  sheet  aad  totaled. 

jVa  are  sending  the  tabulation  sheets  directly  to  county  chairpen 
in  all  cases  where  we  have  a  complete  list  for  the  State.,  Otherwise 
we  are  sending  the  total  number  for  the  State  to  the  Stats  Chairman. 
There  are  six  sheets  to  the  set.    We  are  sending  thep  out  imassembled, 
that  is  by  pages  inst,-^ad  of  sets,  and  "ohey  will  have  to  be  assembled 
in  the  State  or  County  Offices. 


Yours  sincerely, 


louise  Stanley 


Chief 


Fa 


BUREAU  OF  H(ME  ECONOMICS 
FARM  HOUSING  SUEW 

January  20,  1934 

You  are  no  doubt  puzzled  regarding  the  recent  orders  sent  out  by 
the  Federal  Civil  I'.orks  Administration  to  the  State  Administrators 
regarding  purchase  of  supplies  and  reduction  of  hours  per  week  in 
certain  classes  of  workers.    These  orders  are  a  temporary  expedient, 
we  hope,  to  enaole  the  ffi-vil  Works    Administration  to  check-up  on  its 
present  financial  standingo    The  regulations  regarding  reduction  of 
hours  do  not  apply  to  our  workers  as  they  are  all  working  in  clerical 
or  supervisory  capacities  on  a  thirty  hour  weeko    Hovi^ever,  you  will 
not  '^e  able  to  add  any  new  names  to  your  payroll  while  this  order  is  in 
effect,  except  to  replace  workers  discharged  and  fully  paid  off* 
Therefore,  it  is  not  advisable  to  lay  off  any  personnel.    You  may 
have  to  transfer  enumerators  to  clerical  positions.    Supplies  already 
purchased  will  be  paid  for  ultimately. 

live  have  been  asked  to  give  a  report  to  the  Civil  Tforks  Administration 
on  the  obligations  against  our  appropriation  for  other  than  personnel 
and  the  balance  which  will  be  required  to  carry  our  project  through  to 
February  15.    'Ve  must  have  this  information  from  your  State  at  the 
earliest  possible  moment.    Therefore,  will  jrou  add  it  to  the  blank  sent 
you  on  January  17  (CWHE-S?)?  or  if  that  blank  has  already  been  forwarded, 
telegraph  it  to  us  on  Monday, 

The  information  we  desire  is  the  total  amount  of  your  appropriation 
for  other  than  personnel  which  has  been  expended  to  date;  the  amount  of 
this  e:q)enditure  which  has  already  been  paid  by  the  State  C.W.Aj  and  the 
estimated  balance  which  will  be  required  to  carry  you  through  to  February 
15  at  the  very  lowest  figure.    In  calculating  these  figures,  count  in 
your  travel,  as  it  has  riot  yet  been  transferred  from  your  State  allotanent 
for  other  than  personnel.    A  letter  of  information  on  travel  will  follow 
the  first  of  the  week. 

In  no  case  do  we  advise  laying  off  personnel  until  February  15  at 
least,  unless  the  survey  is  completed. 

Yours  sincerely, 

Louise  Stanley, 
Chief 
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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 

BUREAU  OF  HOME  ECONOMICS 
WASHINGTON,  D.C. 


January  23.  193^ 


BULLETIN  TO  STATE  CEAIBiOIN     *♦*      FAmi  HOUSINv^  SURVEY  -  Q*JLAo  -  UP.  II 

PEESOKNEL 

(THE  IMFOBMJflllON  CONTAINED  IN  THIS  BULLETIN  IS  STRICTLY  CONPIDEKTIAI) 

On  Saturday,  January  20th,  we  sent  out  a  letter  explaining  the  inter™ 
pretation  we  had  "been  able  to  get  st  that  time  of  the  new  Civil  Works  ruling 
as  it  applied  to  our  project.    This  will  confirm  our  stat^ent  that  it  is 
advisable  not  to  lay  off  personnel  before  febfuary  15th. 

As  I  understand  it,  the  C.f. A.  may  want  to  continue  employment  of  our 
personnel  beyond  that  date,  transferring  them  to  other  projects.  The 
allotment  of  five  weeks  for  the  field  workers  and  ten  weeks  for  the  other 
personnel  was  made  by  us,  and  the  C^W.A.  is  not  concerned  with  it.    In  fact, 
the  C.W»A,  is  set  up  on  a  basis  of  so  many  employees  to  a  project  and  not 
on  a  money  basis,  except  in  regard  to  the  allotment  of  funds  for  other  than 
personnel.    Any  saving  in  salaries  or  wages  raverts  to  the  G.^.A.  rather 
than  to  this  projact  and  th^re  can  be  no  transfer  of  such  savings  to  oth^r 
parts  of  our  budget.    Th^ra  was  no  limitation  of  time  {up  to  J'ebruary  15th, 
of  course,)  in  the  authorization  sent  by  Mr.  Hopkins  to  the  various  State 
Civil  Works  Administrators. 

aiva  us  a  week's  notica  before  tha  c<Hapletion  of  the  project  in  your 
State,  in  order  that  we  may  advise  the  Fed<aral  Office  of  the  C.W. A.  that 
your  personnel  will  be  free.    Although  no  authorization  has  yet  actually 
been  made  for  the  continuation  of  C.W.A,  activities  beyond  February  15th, 
we  are  advised  to  keep  our  j^orkers  on  the  payrolls  until  definitely 
notified  to  discontinue  than. 

fe  have  baen  asked  to  close  out  the  work  in  the  far  southern  States 
by  i'ebruery  10th,  if  possible;  as  C,*.A,  activities  will  be  curtailed 
in  those  States  with  the  coming  of  warm  weather  and  the  opsning  up  of 
opportunities  for  airployment. 


ENGINEERS'  SURVEY 

ife  have  had  nvunerous  requests  for  additional  Engineers ^  Schedules 
end  Tabulation  Sheats.    This  is  dua  to  a  misunderstanding  of  the  ertsat 
of  the  Engineers'  Survey,    s/hile  the  engineer^  wore  advisad  to  choose  one 
in  ten  of  the  schedules  for  further  investigptioa,  it  was  not  intended 
that  they  should  cover  ten  per  cent  of  the  main  survey,         sh?li  be 
satisfied  to  have  one  hundred  Engineers*  Schodules  f^jgj apch  County,  In 
fact,  we  did  not  have  enough  printed  to  supply  more.    \io  have  on  hand 
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anough  to  ?llow  tv/Gnty-fi,V3  morj  to  epch  County  snd  will  be  gl?d  to  m?=iil 
th3m  out  in  thpt  proportion  upon  spoclfic  requost- 

CHECKING  0/  SCHEDULE!^ 

Steta  Cheina^n  should  call  in  from  dpdh  coxinty  a  numbar  of  schedulas 
PS  soon  5s  thay  ?r-3  tpbuieted  for  tlio  pttrpos3  of  chaclcing  the  editing  for 
inconsistonci^s  <7itMn  tho  county  snd  th-3  Stst^  as  ?.  whol,>.     »v'3  should 
rpprociets  having  s  raport  of  tha  rosults  of  such  chacking  pt  your  earlioat 
convanionce. 

Yours  sincoroly. 


Louisa  Stanley 
CM  of 


?^<f  C\r^A  fitmi I hm  jxint  r:d>f*  tMt 
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Instructions  to  the  Hone  Deraonstration  Ardent 

Please  read  the  entire  blank  before  filling  in  any  of  the  ans-.rers. 

»Jse  a  lead  pencil,  so  j'ou  can  readily  make  corrections, 

Insvrer  eacli  question  as  it  applies  to  tlie  fat'Tilies  of  the  fam  vomen 
vdth  whom  you  most  coitionly  deal  in  your  heme  demonstration  'rork. 

i'lease  contribute  additional  inf oiTaation,  if  the  cucstions  fail  to 
bring  out  the  important  characteristics  of  the  plan  of  a  farmliouse 
vhich  fits  the  needs  of  the  typical  fam  fjanily. 


!\'anie  of  Ilorae  Demonstration  Agent  

Address  _^  

Htw  many  years  have  you  worked  in  this  county?   

A  -  HOUSE  PLaiiqcmG 

I,  The  object  cf  this  section  is  to  ohtain  as  complete  a  list  as  possible  of  the  major 
features  characterizing  the  farmhouses  which  are  best  suited  to  your  climate  and  to  the  ways 

of  living  and  the  preforences  of  your  farm  families, 

II,  xinswer  each  question  as  you  think  your  "average"  farm  woman  would  answer  it,  judg- 
ing from  the  ideas  incorporated  in  houses  recently  built  or  remodelled,  or  from  what  you  know 
as  to  the  house  planning  ideas  ojid  preferences  of  farm  families, 

III,  Unless  othenvlse  indicated,  use  a  check         to  show  preference, 

1,  Tfliere  should  provision  be  made  for  eating  meals;     in  Icitchen          nook  off  kitchen 

dining  room         part  of  living  room      ^  7 

2,  How  would  the  dining  room  or  dining  end  of  living  room  usually  be  used:  for  company  meals 
only__       for  part  of  everyday  meals          for  all  of  everyday  meals  ? 

3,  Should  laundry  be  done  in  basement          kitchen          tther  room  on  first  floor   poroh  

separate  building  ? 

4,  Should  canning  be  done  in  kitchen          other  room  on  first  floor          basement   or 

separate  building  ? 

5,  Would  you  have  men  wash  in  special  was}»room  in  house           in  special  wash  room  avray  from 

house          in  laundry  room           in  kitchen          on  porch  ? 

6,  Should  frjTQ  help  be  lodged  in  the  main  house:    Yes  llo         If  so,  which  location  is  preferred 

for  a  hired  man's  room:     first  floor          or  second  floor  ?    Should  the  room  be  heated: 

Yes  1^0       Should  special  toilet  facilities  be  provided  for  it:    Yes  I'<o         If  so,  what 

fixtures  ?    If  on  the  first  floor, 

should  it  ho,ve  an  entrance  leading  directly  to  the  outdoors:    Yes  ¥.o  ? 

7,  Vihich  location  is  prefez^red  for  the  parents'  bedroom:  first  floor          or  second  floor  ? 

8»     Should  arrangements  be  made  for  heating  family  bedrooms:    Yes  No  

9,  Should  a  separate  room  be  provided  as  the  farm  office:    Yes  Ho         If  not,  should  the  desk 

used  by  the  farm  operator  be  located  in  living  room         dining  room.         other  room  (state)  

10.  For  what  needs  is  it  desirable  to  provide  out-of-door  arrangements  in  warm  weather:  Sleeping: 

entire  f rjnily         young  persons  only   Dining:  continuous  use    dining  occasionally  

reading  and  resting  searing          preparation  of  vegijtables  ^mshing   ironing  

other  (list)_  ? 
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11.  ■JThat  arrangements  are  most  convenient  for  outdoor  activities:    Covered  porches,  screened  

Covered  porches,  not  screened          terraces  or  porches,  vrith  floor,  but  -vri-thout  roof  7 

12,  Should  there  be  a  pantry,  storage  closet,  or  storeroom  opening  directly  from  the  kitchen: 

Yes  No         If  so,  how  would  it  be  used:     cooking  utensils  and  equipment  staple  groceries 

  jellies  and  jams          canned  foods  in  tin          canned  foods  in  glass   other  { state )_ 


13.  Should  there  be  built-in  kitchen  cupboards?    Yes  No  If  so,  should  they  be  closed  

or  open  ? 

14.  Would  you  have  a  built-in  ironing  board  or  boards  If  so,  where:     kitchen  ^laundry  

sewing  room_  diningroom       living  room         porch  other  (list)  

15.  Should  a  shovrcr  bath  or  baths  be  installed:    Yes  No        If  so,  where:  basement  mens' 

wash  room        bath  room         other  (list)  . 

16.  Should  the  telephone  be  located  in  front  hall  back  hall  ^living  room       dining  room 

kitchen  other  (state)  . 

17.  Should  the  radio  be  located  in  the  living  room       dining  room       or  other  room  (state)  

18.  ?/hat  is  the  maximum  number  the  living  room  should  seat  comfortably  for  social  occasions  ? 

19.  Should  space  be  provided  in  the  living  room  for  ivriting  desk:    Yes  ^No  ?  Davenport;  Yes  

No       Piano:    Yes  iJo       other  articles  of  furniture  (list)  

20.  V^ould  you  provide  for  a  fireplace  in  the  living  room:    Yes  _No       other  rooms  (list  rooms) 


21,  For  which  of  the  f ollo-vd.ng  forms  of  amusement  should  provision  be  made?    For  how  many 
persons?    Dancing        table  gairics  (crokinole,  cards)  other  (state  kind)  ? 

22.  Should  provision  be  made  for  house  plants:    Yes  J^.o         If  so,  for  about  hovr  ma.ny  ? 

23.  VJhat  floor  covering  is  preferred  for  bedrooms:  carpet  Izr^c  rug*  small  rugs*  

linoleum        ?    -/Jhat  floor  covering  on  living  room:  oai^et  ^large  rug*  small  irugs*  

linoleum       ?    V/hat  floor  covering  on  dining  room:  carpet  large  rug*  smallrugs*  

linoleum        ?  *rabric 

24,  VJhere  should  the  follovfing"  be  loca.ted? 


ijepaJ-ate  from 
dwelling 

Attached  to  or 
pa-rt  of  dvrelling 

Reason  for  decision 

1.    Milic  room 

2.    Egg  room 

3,    Fam  shop 

4.  Garage 

Food  storage 
5.     (Roots,  potatoes, 

, .-  -1  "•.(=>«? .  etc.-  ) 

state 


-  3  - 

Co\inty  ^ 


CVfflE  _  42  -  C 
H.D.A.  


25,    Vihat  ai-e  other  characteristics  of  a  faimhouse  suited  to  the  needs  of  your  group?  List 
and  give  reasons  for  including  them.- 

■s  -  vroRE:  Bom  at  HaviE 

I,    The  objcot  of  this  section  is  to  obtain  information  as  to  differences  in  reqiiir ement s 
for  work  areas  among  the  households  ©f  the  women  vd-th  whom  you  deal  in  your  demonstration 
work. 


Activities : 

fable  I 


Item 

Percentage  of 
households  -  (1)  (2) 

1.     Fruits  and  ve.'^etables  canned  (most  of  supply  used  by  household)  : 

2.    Meats  and  fish  canned               (most  of  supnly  used  by  household) 

3.    Moats  cured                                (most  of  supply  used  by  household) 

4.    Fruits  or  yegetables  dried      (most  of  supply  used  by  household) 

5o    Butter  made                              (most  of  supply  used  by  household) 

6,    Yeast  bread  made                       (m.ost  of  supply  used  by  household) 

7,    Milk  utensils  washed  j.n  house 

d,    Sggs  packed  in  house 

9.     Poultry  dressed  for  market  (in  cold  weather) 

10.  Sewing  done  (requiring  use  of  machine) 

11,  Vfcshing  done 

12.  Shoes  repaired 

13.    Soap  made 

(1)  It  is  escpcotcd  that  your  ansvrcrs  to  the  questions  calling  for  percentages  will  be  estimates. 
If  you  have  factual  information  on  an2;-  of  these  points,  please  note  in  the  margin, 

(2)  Percentage  of  households  in  which  process  is  done  to  total  households  considered,  ■ 
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Tatle  II 


Methods  and  workers 

Percentage 
of 

Households  (l) 

1.    Liost  of  canning  done  in  tin 

i 

2.    Pressure  canncr  used 

3.    Canninj^  done  in  small  amounts  at  a  time  alonj^  vd.tli  rcgulp-r  housc-vrork 

4,    CannintJ  done  in  larfjc  aruounts  at  a  time 

5,    Washin,^  done  by  horiicmalcer  or  other  member  of  the  family 

6.    I'Tashing  done  by  laundress 

7,     ScTdnfJ  done  by  hcmcmaker  or  other  membei^  of  family 

G.     Sev/ing  confined  to  made-overs,  undcr\TCar,  childrens  •  clothes,  etc. 

9,    Wom.cns '  nevr  silk  or  woo],  dresses  made,  as  well  as  articles  listed  above 

10.  Semng  concentrated  into  months  when  other  work  is  not  heay/ 

11,  Sewing  scattered  through  year  or  done  as  need  arises 

12,  Sc'vTing  machine  used 

C  -  OTID'^R  IIQFORMITIOK 


I,    ICinds  of  fuel  customarily  u_s_ecl: 


For  Heating 

For  Cooking 

Kind 

Percentage  of 
Households  (l)  (2)  , 

Kind 

Percentage  of 
Households  (l)  (2) 

1.  Wood 

10.  Wood 

2.     Soft  coal 

11,  Coal 

3.     Hard  coal 

12.  Corncobs 

4.  Corncobs 

13,  Gas 

5.  Gas 

14.  Eleotricitv 

6.  Electricity 

15.  Gasoline 

7.  Gasoline 

'  16.  Kerosene 

>"'.  Kerosene 

17.  Oil 

9.  Oil 

(l;  It  is  expected  that  your  answers  to  the  questions  calling  for  percentages  will  be  estimates. 

If  you  have  factual  information  on  any  of  these  points,  please  note  in  the  margin, 
(2j  Percentage  of  households  in  vfhich  process  is  done  to  total  households  considered,  for  example 

if  100  households  -were  considered  and  10  of  these  do  most  of  their  canning  in  tin  10  per  cent 

should  be  entered  opposite  item  "I". 
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II,  Household  Vfater  Supply 

On  whr-t  percentage  of  fc>.ras  is  the  mount  of  water  adequate  f»r  household  uses  (that,  is, 

permitting  use  of  septic  tank  and  v.-ater  system  at  all  tines  of  year)  ?    On  Tfhat  percentage 

of  farr.is  is  there  likely  to  he  a  shortage  0£  water  occasionally  for  short  periods  ?  On 

what  percentage  of  farms  is  the  household  water  supply  inadequate  most  ♦r  all  of  the  time  ? 

is  well  water  s*ft  medium       or  hard  ? 

D  -  CaFii;R./Jj  I-.FOPiLvTION  CONCERMUG  F.JvlILIES  PJi].;CHLD  BY  TEE  ECMl  DEiiONSTrL JION  PROGRiW. 
The  object  of  tliis  section  is  to  enable  the  person  in  charge  of  the  study  to  compare  and 
classify  returns  from  various  states  and  tt  determine  the  relation  between  the  farmhouse 
plan  and  various  geographic  and  social  factors,. 
I .     CliT-iate ; 

'i/liat  arc  the  major  characteristics  of  the  clir.iatc  of  your  area  which  influence 
■mousing  arrangements? 

Direction  from  which  cone:    Gold  winds  ^!aot  vrinds  ^cooling  winds  in  warm  weather 

in  .-..iu  in  P.m.  at  night  d,riving  rains  

Number  of  months     arc  cha.racterized  by  continuous  sunshine  ^cloudy  weather  

weather  cold  cnougli  to  require  heat  other  than  that  supplied  by  the  kitchen  stove  

•iTcather  -vTam  enough  for  outdoor  activities  vd.thout  esrtra  wa-ps  

waim  niglits  little  or  no  rainfall  

IT,    Major  farm  enterprises ; 

1.     On  what  percentage  of  farms  is  t.he  onlj-i  or  the  major  enterprise  yielding  a  cash  return 

Poultry  pattie  ,  Hogs  ,Shcep  ,Dairy  , Orchard  fruits  , Small  fruits  

Vegetablcs_  ,  ;r.ain  ,Gotton  ,Tobacco   ? 

"Ifliat  percentage  customa,rily  produce  for  house  use:  enough  milk  ,  eggs  and 

poultry        ,  pork  ,  potatoes  ,  p.pples  ,  cabbage_  ,  root  vegetables  , 

suirmcr  garden  truck  ? 

III.  Roads; 

1,  Tiliat  percentage  of  farm  houses  can  be  reached  by  auto  during  all  months  of  year  ? 

2.  Yihat  percentage  cannot  usually  be  reached  by  auto  during  two  months  or  more  ? 

Due  to  what:     onow      ,  high  77ater  ,  m.ud  ,  other  (state)  ? 

rv.    Utilities  and  services: 

1.    V/hat  percentage  arc  now  connected  -with  electric  power  line  ,  with  piped  gas  ? 
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V,    Characteristics  of  f anilics  reached  hy  hone  dononstration  prof^rife*. 
1,    V.liat  percentage  are  vrhite  ,  negro  ,  Mexican  or  Indian  ? 

2«    For  what  percentage  of  white  households  do  ways  of  living  show  pronounced  foreign 

influence:     Dutch,  Geman,  Smss  ^Scandinavian  ,  Russian  ,  French  

Italian,  Spanish,  Portuguese  other  (state)  ? 

3.     Do  you  think  that  your  replies  to  the  questions  in  foregoing  sections  would  have 

been  about  the  sane  if  yoxi  had  answered  for  all  farm  fanilies  in  the  county?  Yes  Ni 

If  not,  what  are  the  nain  points  of  difference? 


UNITED  STATES  DEPARTMENT  OF  AGRICULTURg^  ^  43 

BUREAU  OF  HOME  ECONOMICS 
.        ^  WASHINGTON,  D.C. 
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Dear 

One  of  the  purposes  of  the  C.  Yv.  A.  Rural  Housing  Pro- 
ject which  has  the  approval  of  the  Federal  Extension  Service,  is 
to  provide  well  planned  low  cost  farmhouse  plans  which  may  be 
used  by  the  Extension  Service. workers  in  giving  assistance 
with  remodeling  and  new  construction  needs  that  are  being  un- 
earthed through  the  Rural  Housing  Survey,    We  find  that  vre  lack 
certain  information  concerning  the  housing  needs  of  typical  farm 
families  in  the  various  areas  of  the  United  States,  in  order  to 
make  sure  that  the  suggestive  plans  for  each  area  are  adequate 
and  suitable. 

We  feel  that  the  county  Home  Demonstration  Agents  are 
best  qualified  to  give  us  this  information  because  of  their  in- 
timate contact  with  rural  ho:aes,  and  have  therefore  worked  out  a 
plan  to  secure  these  data  through  them.    Attached  you  will  find 
the  follov^ing  material  which  explains  in  detail  the  plan: 

(1)  A  letter  to  be  sent  to  Home  Demonstration  Agpnts. 

(2)  A  deseription  of  the  study. 

(3)  A  blank  to  be  filled  by  Hone  Demonstration  Agents, 

(4)  A'  l»lank  to  be  filled  by  five  farm  women  under  the 

direction  of  the  Home  Demonstration  Agent. 

After  discussing  the  matter  with  the  Home  Management 
or  Home  Improvement  Specialists  and  other  persons  interested, 
will  you  kindly  send  us  a  list  of  the  Home  Demonstration  Agents 
in  your  State  v/hom  you  consider  would  have  the  necessary  exper- 
ience and  background  information  to  fill  out  the  enclosed  blanks? 
Probably  all  of  your  agents  except  those  who  have  been  appointed 
very  recently  v,fould  be  able  to  give  us  the  needed  information. 
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Vfe  will  then  write  direct  to  the  Home  Demonstration  Agent,  or,  if 
you  prefer,  the  supply  of  letters  and  blanks  can  be  sent  to  your 
office  for  distribution. 

There  is  also  attached  one  sheet  headed,   "To  the  State 
Home  Demonstration  Leader,  Home  Management  or  Home  Improvement 
Specialist",    We  would  appreciate  having  youj  the  Specialist  and 
District  Agents  fill  out  this  sheet  so  that  standards  for  house 
plans  may  be  Set  up  on  the  basis  of  areas,    h'c  •would  also  appreciate 
it,  if  you  would  be  willing  to  have  the  Home  Demonstration  Agents 
send  the  survey  blanks  to  your  office,  so  that  they  may  be  checked 
for  errors  before  they  are  sent  to  me. 

You  v;ill  be  interested,  I  am  sure,  in  learning  that  Miss 
Maude  Wilson,  Purnell  Research  Worker,  College  of  Agriculture, 
Corvallis,  Oregon  is  in  charge  of  this  phase  of  the  Rural  Housing 
Survey  program  and  she  ^vill  make  the  analysis  and  set  up  the 
standard  as  a  result  of  the  information  the  Home  Demonstration 
Agents  send  to  us. 

Will  you  kindly  send  me  as  soon  as  possible  the  list  of 
Home  Demonstration  Agents,  \7hom  we  may  ask  to  cooperate  v;ith  us? 
At  the  same  time  please  notify  us  vhether  you  prefer  sending  the 
letters' out  from  your  office  or  whether  we  should  address  the 
letters  direct  from  this  office. 

Very  truly  yours, 


Louise  Stanley, 
Chief 
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FUITCTIONS  OF  TIE  FJ-JMHOUSE 
Description  9f  Study 

Ot jcotive  in  Study 

Recently  v.  survey  of  rural  housing  conditions  in  the  United  States  was  undertaken 
as  a  Civil  V^orks  ..dnini  strati  on  project.    This  survey  is  expected  to  reveal  the  nature  o-nd 
extent  of  the  need  for  improved  rural  housing  facilities.     In  addition  to  the  survey,  the 
Civil  Tforks  .-.dninistration  grant  is  making  it  possible  to  employ  architects  to  design 
houses  suitable  for  various  areas.    These  plans  will  be  available  for  those  who  wish  to 
build  new  houses  or  to  remodel,  and  will  be  helpful  to  agents  and  specialists  who  under- 
tpJce  home  iLiprovcment  progrcms. 

It  is  a  matter  of  importo-nce  to  Kone  Economists  that  these  house  plans,  as  well 
as  farmhouse  plans  vriaich  appear  in  books,  bulletins,  magazines,  newspapers,  and  mail 
irder  catalogues,  be  well  suited  to  the  needs  of  the  families  for  vAich  they  are  intended. 
As  an  aid  to  designers  it  is  propssed  that  check  lists  of  recon-mended  features  for  rviral 
house  plans  be  prepared  for  each  climatic  section. 

The  enclosed  q^ucstionnn,ire  asks  for  certain  information  concerning  the  '/rork  of 
the  home  and  preferred  housing  arrangements,  as  it  applies  t«  the  families  vfith  which 
the  Home  jjemonstr.ation  agent  deals.     Such  data  a,re  alni»st  entirely  lacking  but  are 
necessary  if  the  prcposed  check  lists  are  to  represent,  completelj'-  and  accurately,  the 
housing  needs  af  farm  frmilies  in  the  various  sections  of  the  country. 

The  pla,ns  now  in  preparation  in  the  Bureau  of  .agricultural  Engineering  of  the 
United  Sto-tcs  Department  of  Agriculture  and  in  various  states  vary  in  cost,  on  the 
foll«Tri.ng  scale: 


Region 

First  Price  i'.angc 

Second  Price  Ra.nge 

Third  Price  Range 

Eastern  States 

Under  $1500 

$1500  -  $3500 

$3500  -  $7000 

Central  States 

Under  $1500 

$1500  -  $3500 

$3500  -  $7000 

Southern  States 

Under    $  750 

$  750  -  $2500 

$2500  -  $5000 

V('c stern  States 

Under  $1200 

$1200  -  $3000 

$3000  -  $6000 

The  check  lists  of  functions  will  apply  in  the  main  to  the  housing  needs  and 
preferences  of  the  farm  families  who  would  build  houses  within  these  cost  ranges. 


f 
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Some  of  the  questions  do  not  apply  directly  to  the  house  planning  problem,  but 
are  included  to  ^ive  the  person  surriaariizing  the  data,  a  basis  for  judging  the  "'Reprcsenta'^ 
tivencss"  of  the  type  of  family  the  Home  Demonstration  Agent  has  in  mind. 

Method  of  scouring  information. 

1.  IComc  demonstration  agents  arc  asked  to  furnish  information  for  the  families  vri-th  whom 
they  deal  as  to  the  vrork  done  at  home  and  as  to  housing  arrangements  preferred  or 
considered  desirable. 

2,  Home  Demonstration  agents  are  also  asked  to  locate  farm  women  who  vri,ll  supply  inftrmatio 
for  their  ovm  homes  as  to  the  ''rind  and  nnount  of  matoi'ir'.l  for  which  etora^^p  rooms  and 
cabinets  should  be  provided. 
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STORixGE  PJ:aUIi{ICIv.i3ijI:!TS 
Section  II. 

To  the  Homcmaker 

Good  house  plcns  ,",re  a  great  help  to  the  family  desirous  of  building  a  ncTr 
hone  •r  of  remodeling  the  old  one  "tut  many  of  the  plans  -vThich  appear  in  magazines 
and  ncvrspapers  arc  j'oorly  suited  to  the  needs  of  farm  families  vd.th  respect  to  storage 
facilities. 

You  arc  one  of  a  number  'yf  homemakers  vfho  have  been  asked  to  supply  information 
as  to  the  kind  and  rmcunt  of  supplies  and  equipment  stored  in  the  famliouse.  Your 
cooperation  in  this  study  will  be  valuable  in  that  it  contributes  t«  the  fund  of  infor- 
mation needed  by  designers   _n  dctcrr.iining  the  Ldnds  of  storage  facilities  to  plan  for 
the  famliouse,  and  the  capacity  of  each.     It  constitutes  a  definite  contribution, 
therefore,  t«  the  mcvement  for  more  convenient  homes. 

Instructions 

Read  the  entire  blank  before  filling  in  any  of  the  answers.    Use  a  lead  pencil, 
so  you  can  rep.dily  make  corrections, 

i.nsvrer  each  question  as  it  a.pplies  to  the  norn^al  practice  of  your  ovm  household. 

Contribute  additional  infomation  if  the  questions  fail  t»  indicate  the  kind  and 
rmount  of  storage  space  needed  in  your  home. 

Return  the  completed  blanlc  to  your  Il«me  Demonstration  Agent  unless  she  directs 
otherwise. 


state 


Cottntjr 


Cooperator 


STOfUiGE  RiSaUIRfeMEIilTS 


Nsnne  of --the  .ootyperntor^' ^^^^  ■ ,        ;  <,Uii:l  .'^  '*  ^'--ddress  .   .  ,   . .,  ^ 

Usual  Runber  of  pei?'son8  for  "wJioci  i^dals  are  served    =     ■-   ,     v  ^  -        .  ,   • 

I»    FOOD  S^JPPLXES  FOR-  HaiE  IJSS. 

1*  ^  Cheofe.  (^.'in  colum  "2"  of  tjis  table  follbvdng,  the  food  Supplies  which  you  .buy  or 
produce  in  quantTtfes*    The  maxiniuni  q.uanti:ty  for  v^ich  ;storage  space  i.s  required  should  be_^ 
entered  in  polunn  *'4*'«    If  the  storage  spa6c  is  constant  throughout  the  year,  place'  a  checlc* 
mark  (#*)  in  oolicm  "5",  ,  If  the  space  requirement  raries  for  the  product,  -write  in  name  of 
the'  months  -which  mxinun  storage  space  is'  retired,  in  j^olu^jHi  "6"*- 


ProdiatPt  ! Check:                   s    .        "  ■      '  •     ■  ,'.?s.Rrodtiot  ,tC»e6k{ 

CLuaiitity      ;'■    -^ppi^e  deeded  ^ 

Cql.l      :Col.2«Col.3iCcl*  4<ao.l,5-     :  (5ol,6      ssCeJli  1  :dpli2: 

Uni^  ; Numbers Constant:  Varies 
Coi.SsGol.,  4:Col*  5    x  Col..  6 

J                       i    ■                  4                  ■        J          .     '        .             t        ■  :                           t  •    ■    ■    ■                   ■  ■ 

£^^y,iSr,   ,   j  ..  .  _J.w,.  -..,r-t,.^PPlfia,..». ....... 

,    ■     :           J      (/)   }s  Months 

^■w  ^  ■    ':«:..  •.:^..' 

'i         i          •           •              •                •.  • '  1, 

"        -                     ^                           *  .             •  •               '  ■ 

%l ",  ■ 

s        t  i 

•    ■            *  5 

*                    -*                       •     .  • 

'v/ater      ^         s         j  '        .              *  ■ 

(tiass.        ,     .  doz  ..  ,^      :.           |  .  ,    ,  „  s^GarKfltfi,;,,, 

L  ibm,„,. 

*                   »  • 

5  :             S  .J 

f-,-    •        -  ;  .  ■  i  ,  - 

!                      *                         •    '                   '            ■  • 

*-         •         'I           J .     ■       „:              '  fj  ■            ■  { - 
»         ^         •           •                 ',  '              ■'■  • '■  ■-•  u.' . 
Meat       :         :         .           ;              t"     "                       "  I  ■     '  ' 

.f^ssh  ,„  r  ■.  ^^pieoes:       ;  ;■          t;;pQsts , , 

1)11 

5  "  '"i 

!  .          :  i 

■     «.'■;■  «-\,, 

;             *  ■             •  '  ' 

.a^oked'i:  .     .  .rpieots,           ,*                               j Turnip s 

5  ••'  '  r ;  • 

'.t.        ■     ..                           s':  t 
•    ■      -           •           '■        :                          "it:'--.  ;.  .-,        .  -  ■ 

to  ,.,  -i.,   !     ■,-,K,:caMja^;,.- 

!;   r  :"r — 

!               V  i 

'               •             ..  ..i 
ir  .4 

.,3                            ■  -  s:-          •  ..^  .  . 

Tr-    ^    *         '  rf^si:--          5            ■' j               s:  Squash'- 

E,.  , 

L.eack, 

•      ■        ■    {  .if" 
I' 

■          ■    ■    i...          .      J  . 

-5  J 

'   :  '■•"•'!■     «             ..i"  -      1-..  ■■■■ 

Fruit,  ,           t    ^    J          :             i                .  ' 

.  dried             .  .  bu  .   ,     .   .  'IlPatatons! 

• 

•           -.'S.        :'  J.. 

Beans      .         s    ,    '                 '          i-                  '                    -  » 

and  peas  J       .i"                  .'•          '•-'•-■-"■•*:  ..o,-.                  ..  '* 

arxed      ,       ■  r        ..        .  ,              .                .iSyreet      .         !  : 
— -,.,-L' . . ,  .f  „.      :   „         .„   , ,-,  jlJ!9t;CitcQ§j        :  iax  . 

'■*-. 

.iMey  ,      ,.  ?:  Its!    _  :;      ,  _  I        ,  ;*  onionp.  ^       bM  [ 

* 

!     ;     :      *        '                 '  I 

ms.„.  J,,         ^,f.,,    ,',r^.    „     •            .1:                         .  ^ 

» 

state 


County_ 


Gooperator 


2.    Enter  in  ooluran  "2"  of  the  follovring  table  the  number  of  containers  of  preserved  foods  whic 
--.u  ha^e  on  hand  v.'hen  your  supply  is  at  its  maxirnun.    If  the  quantity  varies  considerably  fron  year 
to  year  indicate  the  range  in  oolunn  "3",    Do  not  include  foods  put  up  for  sale. 


Containers  for  preserved  foods 


'■aars  : 

:;toncjars,  croclcs,  etc. 

hi.  ,G 

O.uantity 

GLuantity 

Quantity 

C  J,.^  .1  ■ 

kal:iraun  ; 

Range 

!      Col.  1  ': 

Maximum: 

00±»     C  • 

uan^e 

Col.  1  : 

Maxr:iun  ; 

LiOX*  c.. 

Range 

Pol  "3. 

.:allon 

No,  : 

I>io« 

,  No.  3  and  ; 

smaller  ; 

No.  , 

No. 

;  -p  gal  to 
:  i  gal 

No.  ; 

No, 

3  nuart  s 

:  N.  10 

1  .u-rts 

:  Larger  tins 

•  more 

1  -iiiart 

:  Ke!,^s  and 
:  bairrellG 
:   (state  size) 

1  pint 

J .llry 
'■'.asros, 
1:  o  utles 

3.    Check  (^/)  in  colui;in  "2"  the  staples  which  you  keep  on  hand.    Enter  in  column  "4"  the 
V    -itity  for  which  storage  space  is  required  in  kitchen,  pantry  or  other  storage  room. 


L  od 
Jol.  1 

Check 
Col. 2 

Cluantity 

Food 
.Col.  1 

Check 
Col. 2 

O-uantity 

Unit 
Col.  3 

,  Nui'.aber 
Col,  4 

Unit 
Col.  3 

Number 
:  Col.  4 

'■■rd  wlieat 
■■Iionr_^  7r];.ite 

K) 

lbs 

?Jhite  sugar 

lbs 

;t  i-hcat 
fr  irr,  white 

lbs 

•  Drown  sugar 

lbs 

aha  1  or  whole 
•■'  ca,t  flour 

lbs 

Syrup 

molasses 

1  ! 

gal 

1  

-)i-"-meal 

lbs 

Raisins 

lbs 

"an.^aice  flour 

lbs 

Crackers 

lbs 

J:  ke  flour 

.  lbs 

Short  eninjj 

lbs 

jJroalcfast 
3.  '-als 

lbs 

Salad  oil 

ats 

Rice 

.  lbs 

r.Iaoaroni 

lbs 

states 
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5,    State  the  naxinvin  nunber  of  the  follo-wing  baked  goods  usually  baked  or  purchased  at 

one  tine:  (a)  lop.ves  of  bread  ,  (b)  cookies  ,  (c)  Cakes  

(d)  pies  ,  (e)  other  baked  goods  (list)  


II.    CCa/MODITIES  PRODUCED  FOR  S:.LE 


1,    Please  check  (y/)  in  colur.m  "2"  the  connodities  v/hich  you  produce  for  sale  in  such  small 
-nantities  that  it  does  not  pay  to  provide  special  storage  facilities  for  then.    Enter  the  naximun 
quantity  which  you  have  on  hand  in  colunn  "4",    If  the  quantity  is  constant,  make  a  check  nark 
ooliU:tn  "5",    If  the  qua-ntity  is  varies  enter  the  names  of  the  months  in  which  the  maximum  is  on 
^~.and  in  colurm  "5", 


Jc:'.T:iodity 

.Check 

;  Quantity 

Commodity 

Check 

GLuant  ity 

.Col. 2 

Unit 
:CoL3 

iSuraber 
:  C0I.4' 

:  Con- 
st ant 
:Col.5 

Varies 

Col.  1 

Unit 

I^umber 

•Con- 
stant 

:  Varies 

*  M 

Cp-S(s 

No, 

M  ■ 

Month 

Peas, 
Bea.ns ,  diy 

(*■'/ 

bu 

:  ISFo. 

(v) 

!  Month 

3roar.i 

gals 

Apples 

bu 

;^ttor 

lbs 

Potatoes 

bu 

oncy 

lbs 

Can  goods 

doz 

.yrups, 

iOlasses 

gals 

..  —  J 

III.  FUEL 

1,    VJhat  is  the  najcimur.i  amount  for"  which  storage  space  should  be  provided  on  the  hone  place: 

;a)  Vvood:  (cords)  ,  (b)  Soft  coal:(tons)  ,  (c)  Hard  coal:  (tons  )  ,  (d)  Kerosene:  (gal)  , 

(c)  Gasoline:  (gals  )  ,  other  (state  kind  and  amount)   , 


IV.    EaUIPIvISNT  USED  IK  FOOD  PRIi^SERVATIO'AT,  FR£PjiR:.TION         CLEi'-RING  ATLtY 

The  following  information  is  needed  in  order  to  estimate  the  amount  of  cupboard  space  needed 
■':he  Icitchen  and  dining  room: 

1.  How  many  cooking  utensils  do  you  have  now,  which  will  hang?     (Sauce  pans,  sldLllets,  etc.) 

  __How  many  which  require  shelf  space  (kettles,  baking  dishes,  etc.)  

1.C-.- riany  flat  utensils  (bread  pans,  lids,  cake  tins,  etc.)  

2.  Do  you  have  dishes  that  are  used  mainly  for  company  meals?    Yes  No          If  so,  how 

^,ioc.es  thn.t:  ftiX;  noii  usnally  u«ad  f^T  every  day  meals?  


V.  ]co.uiPt/g:j;?T  usjiip  in  housi!.hoi.d  opsr.'jion 

1,  Enter  the  mrnbcr  of  nuribcr  of  cr.ch.  of  the  folloTri.ng  articles  of  household  equipnent 
for  ■which  storp-gc  space  is  required:     (r«)  carpet  sweeper  ,  (b)  vacuum  cleaner  , 

(c/  weighted  brush    ,   (d)  portable  fan,  electric  ,  (e  portable  heater  

(i','  washing  nachine  ,  (g)  portable  electric  sewing  naohine  

[h)  foot  power  sewing  naohine  ? 

2,  How  nany  pieces  of  bedding  (blaakets,  quilts,  confortcrs)  are  not  usually  used  (a) 
in  "vri-i-ter  ,  (b)  in  surxicr  ? 

3,  H.ovr  nany  pieces  of  bed  linen  (sheets,  spreads,  pillow  cases,  etc.)  are  not  usually  used 
(a)  in  -s-d-nter  ,  (b)  in  sur/iner  ? 

TI.     OTiaR  I]gJIHvIEl-CT 

1,  How  nany  large  pieces  of  furniture,  trunks,  etc.,  do  you  store  away  ? 

2,  For  how  many  books  is  shelf  roon  required  in  your  living  roon  or  libra,ry  ? 

3,  How  nany  articles  of  clothing  arc  not  usually  in  use  (a)  in  -vvinter  »(h)  in  sunmer 

 ? 

4,  Yfliat  other  equipncnt  or  persona.l  possessions  would  need  to  be  considered  if  3'-ou  were 
planning  a  house?    Give  detail  as  to  ld.nd,  minber,  and  size. 
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i'o  the  Sjt_atfc  Hcmr    D e on s t r a t i on  Le;;der 
Home  M^'.nngement  Specialist 
Hane  Improvement  Specialist 
District  h ome  Deinonstration  Leader 

Could  a  single  fT.rmhouse  pl?.ri  be  drawn  which  vrould  be  suitable  for 
all  parts  of  your  state?     If  not,  how  many  plans  vvould  be  required?  How 
would  they  differ?     To  v.'hat  part  of  the  state  v:ould  each  be  suited? 

Your  ansT'ers  to  these  questions  vj"ill  help  us  m^^.tcrially  in  the  deter- 
mination of  boundaries  of  r.reas  of  the  TJ.  S.  which  differ  in  housing  needs, 
and  in  listing  the  distinguishing  ch '.ractf  rist ic  s  of  each. 

A  simple  way  of  indicating  the  areas  of  your  st^.te  wil  '  be  to  use 
an  outline  m-.p,  tracing  the  boundaries,  and  designating  the  areas  by 
letters  or  by  descriptive  names* 

The  following  information  concerning_;  e-ich  irea  will  b'^  helpful: 

1,  What  counties  or  p'lrts  of  counties  are  included? 

2.  Does  the  area  include  other  states  or  parts  of  states?     If  so,  describe. 

•3.    T.'hat  are  the  climatic,  social,  and  (or)   economic  characteristics  which 
distinguish  it  from  other  areas? 

4.     In  ivh'  t  respects  v.'ould  a  houseplan  suited  to  the  needs  of  the  average 
family  of  this  section  differ  from  that  of  other  sections  of  yoi.ir 
state?     Note  inclusion  or  omission  of  specific  feq.tures,  as  rooms  cr 
porches,  points  on  arrangement  of  rooms,  equipment,  etc. 


UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 

BUREAU  OF  HOME  ECONOMICS 
WASHINGTON,  D.  C. 


Dear 

In  Connection  with  the  Fam  Housing  Survey,-  a  number  of 
low-cost  farm  house  plans  are  being  dravni  by  architects  and  engi- 
neers v;hich  will  eventually  be  made  available  for  use  by  the  Ex- 
tension Seiv.Vce.    l.e  find  that  we  need  sorr.e  information  concerning 
the  b-^i-pxiig  needs  of  t;'pical  farm  families  in  the  varlovis  nreas  in 
the  United  Statss  ir  order  to  make  sure  th.it  suggjrted  plans  for 
each  area  are  adeqv.at-3  r^nd  suitable.    Your  Staff.  Home  Pemon&tration 
leader  has  auth-'iri^ed  ne  to  v/rite  you  for  this  'In'^urmat:  on  as  it 
applies  tr  the  f^rur^t','  in  vhich  you  ore  noY'  siti^atcr'.. 

In  cor.s '  ci  i-'inr;  7^''r  r--t)]ies  fc:^  bh=  e-U'-:  ti^-.s  on  thic 
blarJi,  plt"^sf   Kcfo  ia  Trine*  '".he  fact  that        v>.:.r.t  a  description  of 
the  family  n«eiy  and  j.nterdsts  of  i-ho  *' jyp-^.cal''  farm  family  of 
y-jur  county.     Naturally  it  will  bf,  thf   tvpe  you  most  often  meet 
in  your  home  demonstration  work.      If  you  h"ve  racial,  national  or 
income-level  groups  so  diverse  that  you  have  to  form  &&j\&r^t^ -\xo±Jus-  ■ 
in  yoi:ir  home  <if^udru'ftrfition_org?'iii'?''jv<-'ion,-  tUtn.  pick  the  group  which 
includes  the  largest  n\imbf  r  of  ffunilies,    \ie  would  h^ever,  be  glad 
to  have  you  send  for  more   blanks  if  you  are  v/illing  to  take  the  time 
to  describe  the  housing  needs  of  more  than  one  group. 
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If  you  are  in  dou"bt  about  the  «zii^wars  to  some  of  the  aues-tl«(j|#, 
consult  some  of  the  fprra  women  In  your  county  who  are  "typicaX,"  ia  the 
sense  that  the  hahits,  standards,  and  attitudes  of  their  families  are 
much  the  same  as  those  of  the  group  you  are  describing. 

If  studies  have  been  made  in  your  county  which  afford  a  factual  ■- 
basis  for  any  of  your  replies,  it  will  be  much  appreciated  if  you  will 
attach  copies  of  tile  results  of  your  studies  to  tiiis  return. 

The  section  II  on,  "Storage  Reouirements"  will  reauire  some  specific 
data  from  homes,    please  select  five  farm  woman  in  your  county  and  ask 
each  one  to  supply  this  inforiftstion  for  her  own  household.     The  infor- 
mation will  be  mora  accurate  if  you  help  each  womaJl  fill  out  the  blank 
for  her  household.     The  women  chosen  for  this  contribution  should  be 
those  v/hosa' h^yasaiiolds  ordrnarily  incl^^de  four,  five  or  six  persons 
for  meals. 

I  am  enclosing  two  copies  of  the  blank  we  should  like  you  to  fill 
out,  and  tan  copies  of  the  section  on  storarf;e  reaiiireuents.  The 
duplicates  are  for  your  own  use  if  you  wish  to  keep  a  cooy  of  the  infor- 
mation sent  us.     This  information  should  be  sent  at  the  earliest  possible 
data  in  order  to  be  of  the  greatest  usefulness.     The  completed  question^ 
naire  should  be  mailed  to  your  State  Home  Demonstration  Leader. 


Sincerely  yours, 


Chief 
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WXTED  ST^iTlCS  DEPuVRTjviE:«E  OF  AGRICULTURE 
BUREAU  Of  HCMs  ECONCtilCS 


February  1,  1934 


MEMORANDUl/I  TO  STATE  AND  COUNTY  CILIIRMEN: 


COUNTY  TilBUIiiiTION  SHEETS  jJjD  SUIvMlRIES 


Yfe  have  been  examining"  a  few  of  the  schedules  and  tabulation  sheets 
■vfhioh  have  been  oompleted  as  statisticians  of  the  Civil  Works  Administration 
have  suggested  that  tab^ilations  made  in  the  counties  -vvlll  probably  contain 
errors  and  inconsistencies.    \'ie  have  felt  that  this  ■work  could  be  done  in 
the  counties  as  carefully  and  as  accurately  as  it  ".TOuld  be  done  in 
Washington.    Generally  we  have  found  that  the  instructions  for  tabulations 
hare  been  followed  carefully  and  that  the  work  has  been  done  accurately. 

On  one  tabulrtion  sheet  exrinined,  the  clerk  who  made  the  entries 
placed  check  nir'^rks  in  Column  10  of  S-ection  C  which  should  have  been  placed 
in  Column  11  ef  Section  C,    As  a  result  of  these  errors  in  tabulation  the 
tctal  showed  15  houses  needing  netr  exterior  walls.    The  schedules  from 
which  this  information  'vas  taken  showed  throe  houses  needi^d  new  exterior 
walls  and  13  houses  had  roofs  in  good  oon.<iition.    The  picture  is  thus  greatly 
distorted  for  these  houses. 

If  the  siu'vey  is  to  be  of  value  the  tabulation  sheets  and  surrimaries 
must  la  absolutely  accurate.     In  tabulating,  one  person  should  read  from 
the  schedule  and  a  second  person  should  make  the  entries  on  a  tab^ilation 
sheet,  using  a  straight  edge  to  follow  both  the  row  and  the  column  on  the 
sheet.     Folded  paper  or  a  ruler  may  be  used  as  the  straight  edge.  Two 
other  persons  should  check  the  entries  made  on  the  tabulation  sheet,  one 
reading  from  the  tabulation  sheet  and  the  other  person  looking  at  the 
schedule.    Be  sure  that  each  entry  is  in  the  right  row  and  column. 
Siinilar  precautions  should  be  made  in  entering  the  totals  at  the  bottom 
of  the  page.    For  example,  on  one  tabulation  sheet  a  total  of  50  is  sho^TO. 
for  Item  25  under  Section  G,  "laundry  equipment,  hand  machines,"  The 
total  should  have  been  entered  in  Column  26  of  this  section  which  is 
"cooking  facilities,  wood  or  coal  stoves." 

Persons  tabulating  these  data  and  checking  the  tabulation  sheet  against 
the  schedules  should  T/rite  their  names  on  the  upper  left  hand  corner  of  the 
tabulation  sheet. 

If  more  than  one  set  of  sheets  is  needed  in  the  tabulation  of  one 
to"vmship,  the  letters  A,  B,  and  C  should  be  written  in  ink  beside  the 
sheet  number  and  the  last  sheet  of  the  set  should  contain  the  totals 
for  the  township. 


Sincerely  yours. 


Louise  Stvanley 


Chiefs 
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UICETED  STATES  DEPjiKK'tli^T:  OF  AGRICULTURE 
BU£.£AU  OF  HCME  ^CCONailCS 
FARIvI  KCUSISG  SURVEY 


February  3,  1934 


BULLETIN  FOR  STATE  CI-IaIHvIEN  -  NO.  Ill 


PAY  CUT 

We  have  been  delayed  in  ;^etting  definite  rulinf^s  and  interpretations  of 
recent  C.'W.a,  orders  because  thej'-  did  not  fit  our  project.    We  now  'aiow  that  our 
workers  must  accept  a  out  of  9/39ths  (»f  their  wages,  whether  they  vrere  on  a 
thirty  or  a  t'lirty-nine  hoiir-week  basis.    In  no  case  should  their  ho\irs  be  cut 
belT  ■  thirty,    Thi:5  cut  does  not  apply  to  travel  where  it  is  included  in  wages 
paid  by  the  S+a':e  G'.'./.^i,     If  you  have  any  difficulty  with  this,  ask  your  State 
Administrator  to  cni-ncnunicate  v/ith  the  Federal  C.Y/.A. 


KCLJlvSE  _GF  YiORKERS 

Release  your  -.'rorjcer  s  as  you  no  longer  require  tlieir  sei*vices,  notifying  us 
by  telegran  how  ma-,-y  are  rexeaced  on  or  before  the  day  they  are  released,  Kindly 
continue  to  send  in  your  weekly  i-'eports  until  your  vrork  is  completely  closed  up 
in  the  State  offico. 


ii^M  iK  ''^i^^^l'  Ai-'D  OFFICE  Eia'ENSSS 

In.  order  to  f".c-litate  payment  of  travel  and  office  expenses  we  are  having 
our  allotrAent^:  for  ;th      th:'.n  personnel  transferred  ba,ck  from  the  States  to  our 
central  adiiinistratlve  fund.    ^.-dd±tional  inf crraatiun  on  travel  ":v;l11  come  to  you 
soon,  as  we 7.1  as  in.itructions  for  ^Jetting  reLmbursenent  for  office  e:ipenses. 
Wc  sh.all  do  ererytliing  in  ou.r  power  to  adjust  legit5_mate  clau/is  f-^r  reimbursement, 
as  scon  l,s  re  ci-r.  'ieclde  upon  the  quickest  procedure  sanctioiiei  b;-  the  Department 
of  Agriculture.      iheu  "ou  close  up  your  work  be  careful  not  to  tend  us  duplicate 
vouchers  for  bills  aj.r  ady  submitted  to  the  State  a\iditor,  unlecs  he  has  refused 
to  pa;'  the.^e  bills  and.  tne  olaimc  have  been  ■vri.thdro-'v.'n.     Few  cf  •'■he  States  have 
asked  to  eircc  d  their  original  budget  for  other  than  personnel,  and  we  think  we 
can  take  care  of  such  reruests  for  additional  funds  through  the  arrangement  vfe  are 
now  tr;s,-ing  to  -nakc.     In  vic.r  of  the  necessity  to  economise,  stick  as  closely  to 
3'-our  original  budrj-.t  as  ■x.cible,    Hov.'-ever  legitimate  e:;cpen3eE  in  excess  of  this 
amount  vrill  be  L;et  vr-.on  accom-panied  by  an  adequate  explanation,     No  moi-e 
definite  informaticn  reg-u-ding  your  budget  yn.ll  be  sent  you,  as  detailed 
accounting  from  this  office  of  State  budgets  is  impossible.     If  your  State  auditor 
refuses  to  pay  tru-:l  ^.ncvri-ed  before  January  7th  and  re+ui-ns  tje  v-uchers  to 
you,  let  us  kno-','-  a?'iu  "i'.     .ill  s^nd  yon  another  letter  cf  authn^jfxi. -.ticn  correctly 
dated  to  cover  th..  n.rioi  before  January''  7th, 


Vfe  have  been  in:*oiTned  that  the  en\ffiierators  may  continue  their  field  work 
beyond  the  five  weeks'  period  originally  planned  if  nocess-ary  a?'d  desirable.  The 
notification  sent  the  State  jidministrators  by  the  Federal  G.   .i..  placed  no 
limitation  of  length  of  employment  upon  these  workers.     If  y^ur  S'-a-e  Administrator 
requires  cjnf irrnation  of  t/.is  aathi^rity  advise  him  to  got  in  touch  with  the 
Federal  C..r,.:i.     This  decision  can,  of  course,  be  over— ruled  at  any  tLae  by  a 
Federal  order  disi-dssing  0.7"....  emplflyees  in  any  given  locality. 


CLOSING  UP  OFFICES 

Ovfing  to  unavoidable  delp.ys  in  the  settlement  of  accounts,  you  vfill 
probably  have  to  Pilose  up  your  county  offices  ivith  some  accounts  still  out- 
standing.   The  workers  will  be  reii-abursed  at  the  very  earliest  possible  date. 
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-  A 


Hold  the  schedules  and  county  tabulation  sheets  in  the  State  office, 
forwarding  the  State  summaries  to  us.     Return  any  excess  schedules  and 
tabulation  sheets  to  this  office  -  using  the  franks  vre  have  sent  out. 

Please  keep  us  correctly  informed  of  the  number  of  schedules  completed, 
and  also  the  number  tabulated.    Yfe  are  e>:pecially  interested  to  Icnow  when  the 
field  -vfork  is  completed  in  each  county.     This  information  Liight  well  be 
incorporated  in  the  weekly  repart, 

Jvirs.  RooseTelt  has  asked  me  to  give  a  talk  on  the  Fc>,rra  Housing  Survey 
next  week  at  the  Todhunter  School.     If  you  have  any  photographs  of  present 
housing  or  items  of  personal  experience  in  connection  with  the  work  that 
might  be  used  to  furnish  human  interest  please  send  them  to  me  by  air-^nail 
immediately. 

At  times  the  delays  in  getting  our  project  under  way  have  been  baffling, 
but  let  me  assure  you  that  its  success  is  already  being  recognized.  The 
cooperation  of  the  ■■i:/±ension  Service  made  it  possible  for  our  program  to  be 
organized  very  promptly,  and  has  assured  efficient  cooperation  in  the  field. 
The  enth-asiasm  of  all  our  vrorkers  has  contrn-buted  to  the  success  in  gathering 
the  data.     One  of  the  interesting  aspects  of  the  svirvey  has  been  the  interest 
displayed  by  the  rural  poople,     I  pjn  sure  we  all  hope  that  a  constructive 
program  will  be  based  on  the  needs  that  have  been  revealed. 


Yours  sincerely. 


Louise  Stanley 


I 


Chief 
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UNITED  STATES  DHPAETutie  OF  AGEICULTURE 
BUREAU  OjP  home  ECOIvTOMICS 
I  AM:.  HOUSIHG,  SURVEY 
V/ASHINGTON,  D.C. 

Febnisry  5,  193^+ 


NOTICE  TO  STATE  AITO  COUl^TY  CEAIBMSU: 
County  Ta"bulations  and  Stimmaries 

There  are  certain  items  in  the  schedule  which  will  he 
found  in  practically  all  houses,  for  example,  raost  houses 
have  foundations,  roofs,  chimneys,  doors,  interior  walls, 
exterior  walls,  etc.     If  the  schedules  are  coiaplate  the 
tabulation  sheet  for  such  an  item  as  wails,  exterior,  in  good, 
fair,  and  poor  coadition,  should  equal  the  total  number  of 
schedules  tabulated. 

Before  the  tabulation  she  its  are  sent  from  the  county 
to  the  State  office,  it  would  be  well  to  transfer  the  totals 
from  the  tabulation  sheet  to  a  blank  schedule  and  add  the 
items  which  apoear  in  practically  all  houses  in  order  that 
you  may  test  your  tabulation  sheets  for  consistency.  If 
your  tetal  of  all  roofs,  for  example,  is  greater  than  the 
total  number  of  schedules,  it  is  evident  that  there  is  an 
error  in  the  tabulation  of  the  data.  ,/  . 

As  preliminary  surjnaries  are  i*ept  for  various  townships 
or  counties  in  your  State,  I  would  be  glad  to  nave  copies 
of  the  totals  for  the  various  items  on  the  tabulation  sheet. 

Sincerely  yours. 


Louise  Stanley 
Chief 


CiTHE  -  52 


UNITED  STATES  DEPAHDMENT  OF  A&RICULTURE 
BUREAU  OF  HOME  ECONOMICS 
im/i  HOUSING  SURVEY 
WASHINGTON ,  D.C. 


NOTICE  TO  STATE  CHAIEiviEN: 


The  b-asinass  office  of  tho  Bur<3au  of  Home  Economics  has  suggastad 
thpt  tiia  payment  of  telegraph  charges  would  "be  simplified  if  all 
telegrams  from  the  field  to  this  office  ware  sent  "collect." 
Therefore  we  recommend  that  you  do  this  in  the  future. 


At  the  beginning  of  this  project  you  were  notified  that  the 
Extension  Service  would  he  reimbursed  for  franked  stationery  used 
by  the  Earm  Housing  Survey,  if  necessary.     It  will  not  be  possible 
for  us  to  make  a  cash  reimbursement  in  this  instance.     However,  we 
can  replace  tho  stationery.     IrTherever  such  replacement  is  necessary, 
kindly  send  in  a  memorandum  of  the  amount  and  kind  of  stationery 
used,  with  careful  descriptions,  and  samples  if  possible. 


We  can  still  only  advise  you  to  go  ahead  and  do  the  best  you 
can  in  finishing  up  the  tabulations,  as  we  have  no  definite  infor- 
mation regarding  the  exact  date  when  the  work  must  be  concluded. 
Wa  are  not  in  a  position  as  yet  to  make  any  eoramitment  beyond  February 
15th,  but  feel  confident  some  plan  for  completion  v/ill  be  possible. 
The  status  of  this  will  be  determined  before  the  end  of  this  week. 


REIMBURSSIvlSNT  FOR  STATIONERY 


DATS  OF  TEH-ilNATION  OF  PROJECT 


Sincerely  yours, 


Louise  Stanley 
Chief 
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UNITED  STATES  DEPAETMEl^T  OjP  AGRICULTUP.E 
3U.-J;AU  of  home  ECONOiilCS 
jfABlvI  HUUSIivO  SURVEY 
»7A3HINGT01vT,  D.  C. 


Jehmpry  10,  I93U 

NOTICE  TO  STATE  CHAIElviEN 

COMPLETION  Ql  SURVEY 

Many  inquiries  have  reached  us  during  the  past  ten  days 
regarding  the  date  for  sending  in  the  State  summaries.     In  a  numlDer  . 
of  instances  the  entire  personnel  have  been  working  over-time  in 
an  effort  to  finish  schedule  taking,  tahulations,  and  stimmaries 
by  February  fifteenth.     Until  now  we  have  not  bc;en  able  to  authorize 
an  extension  of  time  beyond  February  fifteenth.     Now  we  are  assured 
by  the  Federal  Civil  Works  Administration  that  we  may  have  a  reason- 
able time  beyond  that  data  in  which  to  close  up  the  work,  particularly 
in  those  States  where  agricultural  employment  has  not  yet  onened  up, 
and  our  survey  has  been  delayed  because  of  severe  weather.       It  is 
advisable  that  the  Southern  States  finish  as  promptly  as  possible. 

If  you  have  not  yet  obtained  a  satisfactory  reorasentation  of 
rural  areas  or  an  adeauate  sampling,  it  is  permissible  for  you  to 
continue  the  field  work  according  to  your  original  plan.     This  will 
also  give  you  an  opoortunity  to  check  further  the  county  work.  Wj 
are  anxious  to  have  the  data  complete  and  valid.     Vfhile  economy  is 
necessary,  the  C./.A.  will  give  its  support  to  a  careful  conclusion 
of  the  wore.    Please  keep  us  informed  of  your  olans  and  progress, 
i'or  administrative  and  statistical  purposes  we  should  like  to  have 
immediately  the  information  requested  on  the  enclosed  blank. 


Yours  sincerely, 


Louise  Stanley 
Chief 
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UNITED  ST.iTES  DEP^RTMEliT  OF  AGRICULTUPi; 
BUi^AU  OF  m&  EC0AT'3£ECS 
FAiiM  HOUSING  SURVEY 
mSI-HMGTON,  D.C. 

Fetruary  10,  1934 

IMOTICE  TO  STiiTE  CFIalRfclEN 

COUMY  Tii.'BUIi.i.TIONS  AM)  STOMaRIES; 

Suggestions  for  the  tabulating  of  the  schedules  have  been  requested  by  a  number  of 
county  chairmen.    The  follo-wlng  procedure  seems  to  expedite  the  tabulating  of  the  summaries: 

1,  Use  a  straight-edge  (folded  sheet  of  paper  or  ruler)  to  follow  rows  and 
columns, 

2.  It  is  probably  quicker  to  tabulate  all  of  the  first  page,  then  all  of  the 
second,  etc.,  rather  than  to  attempt  to  tabulate  an  entire  schedule  on  the 
six  tabulation  sheets. 

Reports  from  some  of  the  counties  indicate  that  the  p.verage  time  for  tabulating 
a  schedule  is  frohi  four  to  seven  minutes. 

The  s\m  of  certain  items  in  the  tabulation  sheet  should  equal  the  number  of  schedules 
tabulated,  for  example  items  >)?13  and  14,  Section  B.,  House, -General  Information,  the 
nimbei"  of  one  story  houses  plus  the  number  of  houses  having  more  than  one  story  should 
equal  the  nmber  of  schedules  tabulated.    Under  Section  C,  Condition  of  House,  certain 
items  would  probably  appear  in  most  houses  such  as,  foundation,  walls,  roof,  etc.  It 
would  be  well  for  the  counties  to  check  the  consistencies  of  these  items. 

The  follov^ing  is  an  example  of  apparent  inconsistencies  in  a  preliminary  summary 
from  one  of  the  counties  survej''ed  covering  one  hundred  ninety-seven  (197)  schedules: 


C.    CONDITION  OF  HOUSE 


Present  condition  : 

ITEM 

Good     :  Fair  :     Poor  : 

TOTAL 

Foundation 

Vvalls  

Roof 

Doors  and  windows 


Interior  wall: 
Floors   


and  ceiling  — 


88 

35  ; 

81 

204 

81 

72  : 

44  ' 

197 

95 

55  : 

45 

195 

86 

:      67  : 

50 

203 

58 

70  : 

47 

185 

76 

:      54  : 

60 

;  190 

It  is  difficult  to  understand  how  197  houses  can  have  204  foundations.     Some  of 
the  houses  might  not  have  foundations.    The  above  totals  might  be  less  than  the  total 
number  of  houses,  but  they  should  not  be  greater. 

For  example,  if  part  of  the  foundation  is  good  and  a  smaller  part  of  it  is  bad 
it  should  be  checked  as  fair,  needing  repairs.    If  a  large  part  of  the  foundation  is 
in  such  bad  condition  that  it  should  be  entirely  replaced  and  a  very  small  portion 
is  good  this  item  should  be  checked  on  the  schedule  as  "Poor",  "Replacement  or  new 
installation  needed." 


Youths  sincerely. 


Louise  Stanley 
Chief 
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imiTED  STATES  DEPARTMENT  OF  aGRICULTURE 
BUREAU  OF  MOME  ECONQvlICS 
FARIVl  :.iOUSl:TG  SURVEY 
l,ASnINGTOi\r,  D.C. 

Feb.   17,  1934 

dULLETII-J  for  STATE  CxiAIRiuEN;   -  NO.  IV 

RETURN  _0F  SCnE^ULE£  ■^ND  T:'iBULATI0N  SHEETS 

The  schedules  and  tabulation  sheets  frora  v/nich  the  State  suiainaries  are 
made  should  oe  sent  in  to  thi'S  of f ice  as  soon  as  the  State  offices  have 
finished  v/ith  tn-^m.     They  should  oe  carefully  ".vrapped  vvith  card-board  and 
heavy  paper,  ■- nd  mailed  first  class  under  frank.    I'vhile  the  Post  Office  of 
the  Department  informs  us  that  such  packages  of  first-class  mail  can  weigh 
as  much  as  seveiity  pounds,  it  is  of  course  safer  to  send  valuable  material 
in  smaller  packages,  unless  it  is  packed  in  boxes.     The  expenditure  for 
necessary  wrapping  materials  will  be  reimbursed  froin  this  office  upon  receipt 
of  vouchers  filled  out  according  to  the  directions  already  ^iven. 


ADDING  MACHINES 

It  is  permissible  for  the  county  offices  to  use  adding  machines  in  the 
preparation  of  cou.nty  summaries.     They  can   ^e  borrO'-'ed  or  rented. 

In  one  State  the  State  vice-chairman  in  charge  of  the  engineers'  survey 
has  prepared  the  county  tabulation  sheets  entering  the  side  headings  and  cross 
rulings  for  all  counties  in  that  State.     These  county  su;ri;;.aries  will  thus 
be  uniform  and  present  a  very  pleasing  appearance. 

It  is  su;:gested  that  the  person  in  the  county  office  who  makes  the 
clearest  figures  oe  selected  to  enter  the  numoers  and  totals  on  the  county 
summary  sheets. 


PERSONNEL 

Please  do  not  release  the  engineers  as  they  will  be  used  to  map  pov/er 

lines , 

PROGRESS  REPORT 

YiTe  are  sending  you  under  separate  cover  copies  of  Form  58A  for  recording 
progress  of  the  v/ork.     1'v'ill  you  kindly  send  this  report  in  vieekly  with  your 
report  of  personnel. 

Yours  sincerely, 


Louise  Stanley, 
Chief 


r 
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FARM  HCUSIIIG  SUETS Y 


Feoruary  17,  1934 


r^EMORAirouii  to  state  CHALIMEN: 


TABULATIONS  W  SUWARIgS 

Preliminary  summaries  which  have  heen  received  from  the  various 
sections  of  the  coiintry  indicate  sumri singly  few  needs  for  reiDairs 
and  new  installations  under  sections  D,  E,  F,  and  G,  althou.gh  many 
of  these  item.s  are  checked  as  desired  if  $500  or  $250  were  availahle 
for  repairs  and  improvements.     For  exam-nle,  300  families  had  water 
piped  in  tho  dwelling  out  of  a  tota;'!'  of  1,000  schedules.     Only  5 
new  installations  were  indicated  as  needed  in  section  E;  however, 
under  section  I,   350  indicated  a  desire  for  a  water  system  if 
$500  were  availa'ole.     In  other  words,  the  needs  or  desires  shown 
in  section  I  should  be  reflected  in  sections  D,  S,  F,  and  G-. 

Fractions — In  preparing  the  county  summ.aries  for  items  6  and 
7  under  section  A,   "total  acres  in  farm"  and  "acres  tillable,"  use 
the  next  whole  numher  of  acres.     That  is,  when  a  fractional  number 
of  acres  is  shown  for  the  township,   the  fraction  should  be  dropped 
if  it  is  less  than  i  acre.     The  next  higher . number  should  be  entered 
if  it  is  i  acre  or  more.     For  item,  14,  section  E,  "Water  Suprily  and 
Sewage  Disposal,"  the  same  scheme  should  be  followed,   showing  only 
whole  numbers  on  the  summar-^  sheets.     Under  section  F,   "Light  and 
Heat',' -"item    15,   the  distance  from  power  line  should  be  shown  as  the 
next  l/lO  of  a  mile.     Items  7  and  11  in  section  J  should  be  shown 
as  whole  numbers;  that  is,  tho  number  of  cents  should  be  dropned 
if  less  than  50  cents  and  ijhould  be  added  as  a  whole  number  if  it 
is  50  cents  or  more* 

Yours  sincerely. 


iouise  Stanley 
Chief 
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FARM  H0USI1T5  SURVEY 
(A  Civil  V/orks  Admini  strati  on  Project) 


Fetraary  21,  193^. 


t ■  Tne  Farm  Housing  Survey  is  a  Civil  Works  Administration 

:project,  carried  out  'by  the  U.  S. Department  of  Agriculture  and  tlie 
:  State  Agricultiira.l  E:ctension  Services.     The  ooject  is  to  provide 
:the  "basic  inionaation  necessary  for  a  program  of  improvement  for 
:farm  homes.    About  '^00  counties  tlxroughoi-t  the  country  are  heing 
:  covered  by  the  investigators,     'Tiiis  report  on  Beaver  County,  Okla., 
:is  the  first  to  he  issued. 


Preliminary  Repisrt  for  Beaver  Co., Oklahoma 
(Subject  to  later  revision) 

Reports  on  1,825  f^-nn  homes  in  Beaver  County,  Oklahoma,  have 
now  been  tabulated.     There  were  2,0^7  farms  in  this  county  in  I929 
and  the  farm  i^opulation  was  2,636. 

Some  of  the  most  significant  facts  shown  by  the  preliminary 
totals  are  as  follows: 


Condition  of  Houses 

Of  the  1,825  houses  surveyed,  repairs  or  replacements  were 
needed  cs  follows: 

Complete 

reolacem.ent  Renairing 


Painting  97^+  2^7 

Chirai.eys  S3I  3U9 

Roofs  U75  528 

Screens  60S  %0 

Interior  v/alls  and  ceilings      33^  662 

E^iterior  walls  218  ^24- 

Doors  and  windows  3^9  63I 

Floors  366 


*  I885-3U 


Ueed  for  Additional . Space 
Space  requirements  were  as  follows: 


present  Additional 

 rooras  rooms  needed 

Bathrooms  29I  5^7 

Sedrooms  l675--  ^79 

Front  or  side  porch  722  77 

Work  room         '  26U  IO3 


Water  Supply  and  Sewage  Disposal 


Have 

Fev/  installa- 

now 

tion  needed 

Water  carried  by  hand 

1^40 

Hand  pump  in  dwelling 

3 

Running  water,  cold 

377 

72 

Running  v/ater,  hot 

63 

Unim-proved  outdoor  toilets 

15 

Improved  toilets 

4S2 

Tub  or  shower  "ba^th 

207 

213 

Kitchen  sink  v/ith  drain 

U57 

260 

Light  and  Heat 


Have 

Hew  installa- 

now 

tion  needed 

Kerosene  or  gasoline  lights 

1625 

^433 

G-as  light 

1^1 

3 

Electric  light 

118 

13 

Stoves 

lUOl 

121 

Central  heating 

337 

21 

Refrigeration 


Have  He^d 
now  new 


Ice  boxes                                      3I7  3OO 

Mechanical  refrigerators              29  3 

Washing  machines,  hand                ^55  72'" 

Washing  machines,  power  557   1^-5  

In  answer  to  the  question:     If  you  had  $^00  to  spend  improving  your 
home,  the  following  items  were  mentioned,  among  others: 

Repairing  interior  walls,  ceilinigs 

and  floors  23^  houses 

Repairing  exterior  walls  206  " 

Adding  an  additional  room  lg2  " 

Installing  v/ater  system  lg7  » 

Putting  in  bathroom  equipment  17"^  " 

Repairing  roofs  I7Q  " 

Repairing  doors,  windows,  screens  I25    p  " 

These  are  all  preliminary  data,  subject  to  change  prior  to  publicati 
of  the  data, 
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:  Tlie  ?arm  Housing  Surve'  is  a  Civil  Works  Admini  strati  on  : 
:project,  carried  out  oy  the  U.  S. 'Department  of  Agriculture  and  the 
: State  Agricultural  Extension  Services.  The  object  is  to  provide 
!the  "basic  iaf onnation.  uecessarv  for  a  program  of  improvement  for 
:farm  homes.  Aoout  3^0  counties  thr ouf-^out  the  coujatry  are  "being 
: covered  by  the  investigators.  This  report  on  Rockingham  County, 
iVir^inia,  is  the  second  to  be  issued.  .  .  , 


PRELIMINARY  RSFORT  FOR  ROCKIUGEili  CO. ,  VIRGIITIA 
^ Subject  to  later  revision) 

Reports  on  3>3^S  farm  houses  in  Rockingham  County,  Virginia,  have  now  been 
tabulated.     There  were  3,^3^  farms  in  the  county  in  I929  and  the  farm  population 
was  17, gU^.  .         -  : 

Some  of  the  most  significant  facts  shovrn.  by  the  preliminary  totals  aJ-'e  as 
follows : 

Condi  ti on  of  ^  House 
Of  the  3'3^S  houses  surveyed,  repairs  or  replacements  and  reneKvals  were 
needed  as  follows: 


Item 


Painting 
Chimneys 
Roofs 

Screens 

Interior  Walls  and  Ceilings 
Exterior  Walls 
Doors  and  Windows 
Floors 


Complete 
replacement 
or  renewals 


1167 
185 
261 
750 

31? 
26U 

_J1L 


lepairmg 


1115 

232 
7  SI 

133^ 
768 

716 


lQlS-3^ 


iiEED'  yoR  adlitio::ax  spaci 


Space  requirements  were  as  follows: 


"P  T*      Q  O 

rooms 

needed 

Bathrooms 

476 

Bedrooms 

121^0  rooms 

227  rooms 

Dining  rooms 

238H 

162 

Storaf'^e  space  for 

fruits  and  vegetables 

llg 

Work  rooms 

Front  or  side  porches 

2930 

5S 

WATER  SUPPLY  MJ)  sm&E  DISPOSAL 


I  tern 


Water  carried  'oy  hand  ■ 
Hand  pump  in  dv/elling 
Euiming  v/ater,  cold 
Hunning  water,  hot 
Unimproved  outdoor  toilets 
Improved  toilets 
Hvib  or  shower  'oath 
Kitchen  sirjk  with  drain 


New  Percent  of 

Have        installa-  houses  needing 
__now  tion  needed    new  installations 

ell 

23?- 
2712 
422-  ■ 
40'+ 


k3 

2^7 
153 

I5UU 
U3S 
2^09 


1.5 

U6.1 
13.1 
72. 0 


LI5HT  BID  MAT 


I  tern 


Have  now 


llew  installation 
needed 


Kerosene  or  i;;asoline  lights 
G-as  lights 
Electric  light 
Stoves 

Central  heatin^^ 


2332 

51 

^92 
3630 
..361 


5 

315 
22 

66 
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REFRIGERATIOIT  AND  UmTSEY  FACILITIES 


Have 

ITeed  . 

n  ow- 

now 

Ice  "boxes 

ls  74 

140 

Mechanical  refrigerators 

160 

149 

Washing  machines  ».  hand 

761 

35  , 

Washing  laachines  ,  power 

779 

285 

In  answering  the  quest  ion:     If  you  had  -$500  to  spend  in  improv- 
ing your  home,  the  following  items  were  mentioned,  among  others: 

Ho.  farms    Percent  of  total  farms 


^ater  system 

748 

22.4 

Interior  walls,  ceilings .floors 

684 

20.4 

Bath  room  equipment 

666 

19.8 

Exterior  'STalls 

589 

17.6 

Electricity 

505 

15.1 

Lig^^ting  system 

449 

13.4 

Additior^al  rooms 

4^.7 

13.4 

Landscaping 

422 

12.6 

Pamishings 

397 

11.9 

Porches 

S33 

9.9 

Hoofs 

231 

6.9 

These  are  all  preliminary  data,  subject  to  change  prior  to  publication 
of  the  data. 
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UlTITED  STATES  DEPABTIMT  OF  AGRICULTUEE 
3UEEAU  Of  HOMS  ECONOMICS 
JAPJvI  HOUSING  SURVEY 
//ASHIMOIT,  D.C. 

February  26,  I93U 

CIRCULAR  LETTER  TO  STATE  CHAIRMEN  AND  ASSISTANT  STATE  CKAIRl-.lEN  OF 

FABlli  HOUSING  SURVEY. 


Several  inauiries  have  "been  received  regarding  the  power  line  survey. 
Instructions  for  this  survey  will  not  "be  reedy  for  several  days  "but  will 
■be  sent  you  as  soon  as  Tjossilile.     In  the  neantirue  all  engineers  who  would 
"be  qualified  to  take  part  in  a  survey  of  this  kind  should  "be  kept  at 
work  on  the  Housing  Survey. 

Where  less  than  I25  copies  per  county  of  the  engineers  schedules 
have  been  filled  out;  the  remainder  of  these  may  "be  secured  or  the  engineers 
may  "be  used  to  secure  information  about  remodeling  work  needed  in  their 
co-iinties. 

We  are  anxious  to  secure  rather  complete  information  about  some  good 
examT)les  of  farmhouse  remodeling  by  the  owners.     If  the  engineers  have  not 
come  in  contact  with  good  examples  during  their  survey  it  is  probable 
that  county  agents,  home  demonstration  agents,  or  the  enumerators  v/ho 
took  part  in  the  survey  could  help  them  locate  satisfactory  examples. 
The  information  secured  should  include  before  and  after  floor  plans 
d.Ta0.  to  scale,  sketches  of  the  exterior,  description  of  changes,  and 
such  cost  data  as  are  available.     A  statement  of  the  reasons  for  making 
the  change  and  the  satisfaction  v/hich  the  changes  have  given  should 
accompany  the  other  material.    Photographs  would  be  helpful  if  available. 

This  material  should  be  prepared  in  duplicate,  one  set  to  be  sent  to 
the  Bureau  of  Agricultural  Engineering,  Washington,  D.  C. ,  and  one  set 
to  the  State  survey  headquarters. 

Yours  Sincerely, 


Louise  Stanley 
Chief 
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Ui\TIED  STi-.TES  DEF-J-lTi'.J::'T  OF  j'-GRIG"JLTi/RE 

buricaU"  01'  mm  icco.vC3vn:cs 
FaRIv!  housing  SUlC'fWr 
WASHINGTON,  D.C, 

SUGGSSTSD  OUTLnxli:  FOR  SUMwlY  REI-ORT  gF_  FARtvl  HOoSIlvG  STJR.VILY. 
I,         History  of  Organization 

1.  Initial  steps  in  inauguration  of  Si^ate  prograrn, 

2.  State  personnel 

3.  Field  personnel  —  names  and  pemanent  addresses  —  any  records  that  are  available, 

4.  iJpjnes  of  counties  or  areas  surveyed  (include  map,     if  only  a  portion  cf  a 
county  is  surveyed  the  na;nes  of  the  townships  or  minor  subdivisions  covered 
should  be  given, } 

5.  Dat?s  of  beginning"  of  field  work  in  counties. 

6.  Dat'-s  of  beginning  of  countj''  tabulations. 

7.  Dates  of  end  of  field  work  in  CDunties. 

8.  Dates  cf  completion  of  county  sunmaries, 

9.  Date  of  com.pletion  of  State  sunmary, 

IT,        ^Idministrative  problems  encountered. 
III.       Interpretation  of  State  figures, 

1.  Geograp'iic,  economic,  and  sociological  description  of  areas  surveyed 
and  tlieir  sig'  ificance  in  support  of  weighting  of  resxTts  in  relation  to 
farm  census  of  whole  State, 

2.  Possible  errors  in  results. 

3.  Eirplanatif»n  of  apparent  ii'consistencies , 

4.  jijiy  unusual  definition  cf  terms  used  in  schedules, 

IT.        Engineers'  interpretation  of  results  and  Lapressions  of  the  kind  of  work  most 
needed  in  the  State,  v/ith  suggestions  regarding  the  7ray  to  secure  these 
improvement  s  t 

1,  1^  brief  description  of  local  materials  available  and  a  statement  of  types  tf 
constructions  that  are  most  desirable  for  the  different  regions  within  the 
State, 

2.  A  brief  statement  of  types  of  housing  irrprovements  that  are  most  needed. 

3,  jm  indication  of  what  type  of  help  would  seem  to  be  most  practical  and  accept- 
able to  farmers  wishing  to  improve  their  housing. 

4.  Any  other  outstanding  facts  or  impressions  that  the  survey  has  developed. 

V,  Pictures  and  human  interest  stories  relative  to  the  Farm  Housing  Survey, 

VI.  Publicity. 

Include  typical  e::or!ples  of  publicity  prepared  by  your  workers  for  newspapers, 
magazines,  or  radio. 

"^/TI.      In-mediate  effects  observable. 


Pampliicst  Colleatioa 

M-'.."  ?  - 1934 


1,  Public  opinicn  as  evidenced  by  statements  by  farmers,  farm  women, 
businessmicn,  educators  or  other  persons. 

2,  Other  results, 

VIII.     Suggestions  for  a  practical  follow-up  home  improvement  program  in  the  State, 
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imi  HOUSING  SURVEY 
(A  Civil  Works  Administration  Project) 


:             Tiie  Parm  Plousing  Survey  is  a  Civil  Works  Administration 
:pr.o,5oct,   carried  out  tij  the  U.S.  Department  of  Agriculture  and 
:the  State  Agi"! cultural  Extension  Services.     The  object  is  to 
: provide  the  ha sic  information  necessary  for  a  program  of  im~ 
;provement  for  farm  homes.  Ah  out  3P0  counties  throughout  the 
tcountry  are  heing  covered  hy  the  investigators.  


Preliminary  Report  for  Payette  Co.,  Kentucliy 
(SuDject  to  later  revision) 

Reports  of  1,6^7  farm  houses  in  Payette  County,  iti  the  Blue  grass  section 
of  Kentti.cky  iia.ve  been  tahulated.     The  survey  shows  25  log  houses,  2  earth  houses, 
129  unpainted  frame  houses,  1,011  painted  frame  houses,  331  "brick  houses,  33  stone 
houses.     There  are  '0S9  one  story  houses  and  9^3  which  are  more  than  one  story. 
An  average  of  6  rooms  per  house  is  shown.     There  v/ere  1,70^  fsrms  in  this  county 
in  1929  and  the  farm  population  was  S,5S3« 

Condition  of  Houses 
Of  the  1,6^7  houses  surveyed,  replacements  or  renewals  and  repairs  were 
needed  as  follov/s: 


Complete 
replacement 
or  renewals 

Repairs 

Paint,  exterior 

360 

262  1 

Screens 

329 

180  ^ 

Insulation 

IS 

Roofs 

II15 

328 

Interior  walls,  and 

ceilings  1^2 

Foundations 

113 

299 

Doors  and  windows 

92 

346 

Walls,  exterior 

89 

321 

Floors 

73 

293 

Chimneys 

.  ^2 

1S7 

Stairs 

2"^ 

81 

Of  the  1,6^7  homes  surveyed  complete  replacement  of  IQO  of  the  houses  was 
desired  hy  the  occupants. 

1938-3^ 
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ITeed  f  or  Additional  Space 
Space  requirements  were  as  follows: 


Have 

Addi  ti  onal 

now 

rooms  needed 

ouoxage  sps.ce  x  oi  xret)xi 

J.  1  U.X  0  b    diliiX    V          udu  X  c  £3 

ua  Oil  i  ooms 

Basement  s 

165 

Bed  rooms 

 kZOO  rooms 

1^1  rooms 

Wash  room  for  farm  help 

.  ,115 

SI 

Halls 

79 

Work  rooms 

258 

77 

Water  Supply  and  Sewa^'e  Disposal 


Have  Hev/  installation  Per  cent 
now  needed  of  houses 

:  needing  new 

installati  on 


Water  carried  Dv  hand 
Hand  pump  in  dwelling 
Running  water,  cold 
Running  water,  hot 
Unimproved  toilets 
Improved  toilets,  outdoor 
Improved  toilets,  indoor 
Tuh  or  shower  l)aths 
Kitchen  sink  v/ith  drain 
Septic  tank 
Cess  pool 

1067 
^( 
53s 
U12 
91^ 
209 

^57  .  . 
566  • 

577  . 
172 

276 

s 

25 
15 

12 
60 
228 
187 
0 

58 

.5 

1.5 
.9 

*7 

13.8 
11. U 

.5 
3.5 

Light 

and  Heat 

Have 
now 

Hew 

installation 
needed 

Kerosene  or  gasoline  lamps 

G-as  light 

Electric  light 

Jire  places 

Staves 

Central  heatin  plant 

1031 
72 
502 
872 

U99 

2 
11 
2 
1 

8 

^  J,  ^ 

Reirig:eration,  Laundry  and  Cooking  facilities 


Have       !Tev/  installation    Per  cent 
now  needed  of  houses 

needing  new 
 installation 


Ice  boxes 

1166 

5S 

3.5 

Meciaanical  refrigerator s 

180 

1+ 

.2 

Washing  machines,  ;oower 

177 

3 

.2 

Washing  machines,  hand 

661 

1 

.1 

Cooking  facilities: 

Wood  or  coal  stoves 

1399 

1 

.1 

Kerosene  or  gasoline  st 

oves  206 

C-as  stoves 

131 

2 

.1 

Electric  stovos 

36  _ 

Yard 


Have 

Nev;  installation 

now 

needed 

Lawn  estahlished 

l'+5^ 

86 

'walks  and  drives 

114^ 

350 

Fences 

12S0 

256 

In  ansv-'er  to  the  question:     If  you  had  $500  to  spend  improving  your  home, 
the  follov/ing  items  were  mentioned,  among  others: 


iT^aiaher 

Per  cent 

of 

of 

farms 

total  farms 

Bath  room  equipment 

120 

7.3 

Electricity 

95 

5.8 

Addi  t  i  0  nal  r  0  oms 

93 

5.6 

Water  system 

89 

5.^ 

Interior  v.'alls,  ceilings, 

floors82 

5. 

Roofs 

81 

Exterior  walls 

71 

^.3  ■ 

?  oundat  i  on  s 

3.9 

Doors,  windows,  screens 

58 

3.5 

Porches 

^■7 

2.9 

These  a.re  all  preliminary  data,   suoject  to  revision  before  the  data 
are  pub 1 i  s  hed . 
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Re: 


U,  S.  DEPARTMENT  OF  AGRICULTURE 

ORRICB  OR  INFORMATION 

PRESS  SERVICE 


B'ayB  -  Iiiuiit!'-Iid.ty 


WASHINGTON   D.  C 

PJffil/I  H0USIH5  SUHVEY 
(A  Civil  Works  Administration  Project) 


February  27,  153^. 


— 


:             The  Farm  Housing  Survey  is  a  Civil  Y/orks  Administration 
:project,   carried  out  "by  the  U.S.  Department  of  Agriculture  and  the 
; State  Agricultural  Extension  Services.     The  object  is  to  provide 
: the  basic  information  necessary  for  a  program  of  improvement  for 
ifarm  homes.     About  3OO  counties  throughout  the  country  are  being 
! covered  by  the  investigators.  


Preliminary  Report  for  Knott  Co.  Ky. 
(Subject  to  later  revision) 

Reports  on  2,llU  farm  houses  in  Knott  County,  Kentucky  have  been  tabulated. 
The  survey  shows  log  houses,   957  unpainted  farm  houses,   597  painted  farm  houses 

2  brick  houses  ani  IS  stone  or  concrete  houses.     Tliere  are  1,38S  one-story  houso^acd 
152  houses  which  are  more  than  one  story.     An  average  of  3  rooms  per  house  is  shown 
There  were  1,951  farms  in  this  county  in  1929  and  the  farm  population  was  15,510' 

Condition  of  Houses 

Of  the  2,llU  homes  siirveyed,  new  installations,  repla^ceraent s,   or  renewals 
and  repairs  were  needed  as  follows: 


Complete 
reiolacement, 
ITev/  installation 
or  renewals 


Re'oair  s 


Screens 

Paint,  exterior 
Insulation 
Doors  and  windows 
Roof  s 


15S7 
1200 

925 

61^3 


Interior  v/-alls,  and  ceiling  539 
Floors  U43 
Foundations  kk2 
Walls,  exterior  352 
Chimneys  295 


26s 

Ike 

330 
635 

523 

67s 
522 
620 

559 
351 


occupant  s. 


Complete  replacement  of  46S  of  the  houses  surveyed  was  desired  by  the 


I939-3I+ 
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Heed  for  Additional 


Space 


Space  reouireraents  were  as  follows: 


Have  ITew 
now 

installation 
needed 

Per  cent  of  houses 
which  need  additional 
rooms 

Storage  space  for  fresh. 

269 

1332 

63. 

fruits  and  vegetables 

Basement  s 

128 

693 

32.  S 

Dining  rooms 

S76 

689 

32.6 

Living  rooms 

2k0 

660 

31.2 

Batli  rooms 

2k 

560 

26.5 

Bed  rooms 

U2S6  rooms 

1311  rooms 

62. 

Work  room 

Ilk 

15.8 

Water  Su'oply  and  Sewage  Disposal 


Have 

I'Tev;  installation 

Per  cent  of 

now 

needed 

houses  needing  new 

installation 

V/ater  carried  by  hand 

2073 

2k 

Hand  pump  in  dwelling 

9 

1.1 

Running  water,  cold 

1^ 

k3 

2.3 

Ruiming  water,  hot 

3 

6 

.3 

Unimproved  toilets 

IS26 

Improved  toilets,  outdoor 

■  Sk 

179^ 

SU.9 

Improved  toilets,  indoor 

k 

25 

1.2 

Tub  or  shower  bath 

10 

/^^ 

3. 

Kitchen  sink  v/ith  drain 

29 

60O 

•^1.2 

Light 

and  Heat 

Have 

IJev/  ins-Ge.llation 

Per  cent  of  houses 

now  needed  needing  new  installa- 

tion 


Kerosene  or  gasoline  Icraps 

1940 

1^1-3 

6.8 

G-as  lights 

35 

13 

.6 

Electric  lights 

82 

217 

10.3 

Fireplaces 

I862 

116 

5.5 

Stoves 

72 

5 

.2 

Central  heating  system 

12 

1 

Refrigeration,  Laundry  and  Cqolrlng  Facilities 


Have         Nev/  installation    Per,  cent  of  houses 


now 

needed 

needing 
tion 

new  installa'- 

Ice  boxes 

5^ 

218 

10.3 

Mecha.nical  refrigerators 

r 
0 

28 

1.3 

Vfashing  machines,  power 

88 

286 

13.5 

Washing  machines,  hand 

25 

13 

.6 

Wood  or  coal  cook  stoves 

1932 

U7I 

22."^ 

"  3  - 

Yard 


Have 

llevf  installation 

Per  Cent  of 

now 

needed 

houses  needing 

new  installation 

Lawn  estalDli  sh.ed 

^:-03 

I60U 

75.9 

Walks  and  drives 

pi 

1688 

79.  b 

fences 

14-51 

716 

5^.9 

In  reply  to 

the  question: 

If  you  had  $500  to 

spend  improving  yoiar 

home,   the  following  items  v/ere  mentioned,  among  others: 


Number 

Per  cent 

of 

of 

farms 

total  farms 

Purni  shings 

1182 

55.9 

Interior  walls,   ceilings,  floors 

1176 

55.6 

Doors,  windows,  screens 

1017 

US.l 

Additional  rooms 

969 

^5.8 

Roofs 

960 

Exterior  walls 

803 

38.2 

Water  system 

755 

35.7 

Landscaping 

636 

30.1 

Porches 

5^6 

26.3 

Poimdations 

527 

2U.9 

Sanitary  facilities 

■^69 

17.5 

Built  in  equipment 

327 

15.5 

Lightirig  system 

311 

1^.7 

Laundry  facilities 

287 

13.6 

Bath  room  equipment 

207 

9.8 

These  are  all  preliminary  data,   suoject  to  cliange  prior  to  publication 
of  the  data. 
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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 


BUREAU  OF  HOME  ECONOMICS 


WASHINGTON,  D.  C. 


My  dear 


,Jt  is  important  that  we  should  have  all  possible 


supoorting  data  for  the  interpretation  of  the  results  of  the  Farm 
Housing  Survey.    Therefore  I  am  asking  aach  "State  Chairman  to 
prepare  a  written  report  in  addition  to  the  statistical  summaries. 
In  order  that  these  reports  may  be  similar  we  have  prepared  the 
enclosed  outlina.    Of  course^  other  points  may  be  included  to 
advantage,  and  some  variation  might  be  advisable,     For  convenience 
in  filing  we  should  like  to  have  these  reports  typed  on  regular 
letter  size  paper  8"  X  10■3'^ 

Thanking  you  in  advance  for  this  further  cooperation,  I  am, 


Yours  sincerely. 


Louise  Stanley 
Chief 
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INFORMATION  FOR  THE  PRESS 


U.  S.  DEPARTMENT  OF  AGRICULTUR[ 

ORRICE  OR  INKORM  ATION 
PRESS  SERVICE 


WASHINGTON,  D.  C 


Release  Immediate 


Peoruai-'y  2S,  193^. 


(A  Ci\ll  Tforks  Administration  Project) 


I  The  Farm  Housing  Survc  ^  is  a  Civil  T»'orl;s  Administra-. 
:tion  project,  carried  out  oy  th.e  U.  S.Lepartiiient  of  Agriculture 
:and  tlie  State  A^ji-i cultural  Extension  Servicec-.  T:ie  object  is 
:  to  provide  tlie  'basic  information  nr;cessary  for  a  program  of  im- 
:provement  for  farm  homes.  About  3OO  cou:aties  tiarouj^hout  the  : 
I  country  are  being  covered  by  -the  investigators.  |_ . 

Preliminary  Eeport  for  Bourbon  Co.  ,ICentucl:y 
■  (Subject  to  later  revision) 

Reports  on  1,^-61  farm  houses  in  Bourbon  County,  Kentucky,  have  been  tabu- 
lated of  which  1,165  v;ere  painted  frame,  173  brick,  23  stone,  3O  log  houses.  There 
wer-e  l.g^b  farms  in  Bourbon  Count;/  in  I929  and  the  farm  population  was  S,39^'+- 

Some  of  the  most  significant  facts  shown  by  the  prelimirxary  totals  are  as 
follows: 

Condition  of  Houses 
Of  the  l,H6l  farm  houses  su.rveyed,  replacements,  renewals  and  repairs  were 
needed  as  follows: 


Complete 
replacement 
or  renev/als 

Repairs 
needed 

?ai nt ,  ext eri  or 

271 

36U 

Insulation  ... 

237 

-  121 

Screens 

219 

168 

Poundation 

12^. 

216 

Hoofs 

9S 

2S0 

Interior  walls  and  ceilings 

Doors  and  windows 

SI 

275  // 

Ploor  s 

67 

192  ^ 

Walls  exterior 

215  ^ 

BUREAU  o:- 
AGRiCULTURAL  ECGN 
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In  the  SI  of  the  homes  complete  replaceiaent  of  tx'.e  .louse  was  desired  "bv 
the  occupant: 

Heed  for  Additional  Space 
Space  reauireraents  v/ore  as  follov/s: 


Hav  e  Addi  t  i  onal 

nov;  rooms  needed 


Storage  space  for  fresh 

fruits  and  vegetables 
Bathrooms 
Bed  rooms 
Back  porches 
Basements 
Dining  rooms 


157 

263         ^  137 

Ulo2( rooms)  I67  (rooms) 

1075  106 

595  ^3 
1037  Ul 


Water  &j.pol.7  an:l  Se'.vage  Tisposal 


Have 

I'lew  installa- 

Percent of 

HOW 

tion  needed 

houses  needing 

new  installatii 

iicioer  cairieu.  oy  j,iano. 

-icU  / 

Hand  ptrnip  in  dwelling. 

1^-5 

61+ 

Running  water,  cold 

252 

16 

1.1 

Bxinning  water,  hot 

212 

13 

1.0 

Unimproved  outdoor  toilets 

1037 

Improved  toilets 

329 

312 

21.3 

Tuh  or  shower  "bath 

■239 

11 

O.S 

Kitchen  sinlc  with  drain 

279 

90 

6.2 

and  Heat 

Have 

ilev/  installa- 

jiov; 

tion  needed 

Kerosene  or  gasolir-e  lamps 

lllU 

1 

G-as  lights 

SI 

1 

Electric  li^^hts 

277 

156 

Fire  places 

pit. 

2 

Stoves 

626 

1 

Central  heating  system 

3lfi-^ 

k 

Refrigeration, 

Laundry  and 

Cookin:';  Jacili 

ties 

Have 

Heed 

now 

new 

Ice  boxes 

75o 

Mechanical  refrigerators 

136 

Washing  machines,  power 

226 

'I 

Washing  machines,  hand 

761 

Wood  or  coal  cooh  stoves 

1322 

I 

Kerosene  or  gasoline  cook  stoves 

1S2 

2 

G-as  cook  stoves 

2 

Electric  stoves 

7 

1 

-  3  - 


In  answer  to  the  craestion:     If  -jou  load  $500  to  sTJend  improving  your  home, 
the  follovv'in.g  items  ^vere  rnentioiied,  amon/^  others: 


IJiimoer  of 

Percent  of 

farms 

tota,l  farms 

?\T.rni  shinc^is 

250 

17.1 

Interior  v!q,11q,   ceilings,  iloors 

251 

15. S 

'*7ater  system 

154 
IU3 

10.5 

Additional  room 

9.5 

Exterior  walls 

iig 

g.O 

Porches 

110 

7.5 

Doors,  v.'indows,  screens 

93 

6.U 

Ho  of  s 

87 

5.9 

Slec\,rici  ty 

so 

.  5.5 

Bat:i  room 

61 

^.2 

Li  ght  i  ng  sy  s  t  emi 

bl 

k,2 

S'oundation 

3.2 

Chimneys 

^3 

2.9 

These  are  all  prelimixiary  data,   suhject  to  change  prior  to  publication  of 
the  data. 
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U.  S.  DEPARTMENT  OF  AGRICULTURf 

ORRICB  OR  INRORM  ATION 
PRESS  SERVICE 


WASHINGTON.  D.  C 

IHBll  HOUSING  SUH75;i 
(A  Civil  V/orks  Acfedni  strati  on  Project) 


J  Tlie  Fara  Housing  Survev  is  a.  Civil  '7orlcs  Adrninistra 

:tion  project,  cai'ried  out  "by  the  U.  S. Departraent  of  Agricul-" 
:ture  and  tlae  State  At,"ri cultural  Exj.ension  Services.  The 
looject  is  to  Tjrovide  the  "basic  information  necessary  for  a  ■ 
:pro^ram  of  ii.ipr ovement  for  fai-m  1. one s. .. Abo^it  ^00  counties 
: throu.'^hout  the  country  are  beixi..;  covered  "by  the  investig:atorft 


Preliminary  Report  for  Pauquier  Co., Virginia 
 (Subject  to  lat'er'"'revi sion)    ;  ■ 

Reports  on  2,^h0  farm  houses  i^i  Fauquier  County,  Virginia,  have  now  been 
tabulated.     Tiiere  were  1,581  farms  in  the  comity  in  1929  and  the  farm  popu.lation 
was  12,473. 

Some  of  the  most  significant  facts  shown  by  the  preliminary/  totals  are  as 
follows; 

Condition  of  House 
Of  the  2, .5^0  houses  surveyed,  repairs  or  replacements  and  renewals  were 
needed  as  follows: 


Item 


. Complete 
replacement 
or  ,  renev/al 


Hepairing 


Painting 

790 

S96 

Screens 

767 

^79 

Interior  v;alls  and  ceilings 

375 

1220 

Poundations 

^:01 

S23^ 

Doors^  and.  window.s  ^ 

217  - 

Hoofs 

215 

719 

Ploors      ,  .' 

8O5 

iValls,  exterior 

193  . 

- 

Chimneys 

10'5 

1946-3^+ 
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'Seed,  for 

Additional 

Space 

fits  were  as 

foil  ov/  s ; 

Present 

Addi 

"tional  rooms 

0.    \J  Will  O 

Batxir  ooras 

J  J  ^ 

160 

5  e  dr  o  cm  s 

7030  r 

ooms 

I3O  rooms 

^  *J  V./ 

77 

o "^p r*'P   '■-^*n;^rp  'for 

in 
III 

221 

61 

Front  or  side  porcnes 

1963 

Back  porches 

156s 

175 

'.Ta-jsr  - Supply  and  Sev^-a 

ge  Di  sposal 

Have 

i"Jew 

Percent  of  houses 

now 

installation  needing  new 

needed 

installations 

Water  carried  'oy  hand 

2030' 

Hand  punp  in  dwelling 

b 

.2 

Running  water,  cold 

lo 

.6  • 

Running  water,  hot 

2S0 

11 

,  .u 

Unimproved  outdoor  toilets 

1657 

Improved  toilers,  outdoor 

ISO9 

71.2 

Improved  toilets,  indoors 

303 

S 

Tub  or  shower  bath 

36U  :. 

;  15 

Kitchen  sinlr  with  drain 

39b 

21U3 

Light  and  Heat 


Have 

Hew  installation 

now 

needed 

Kerosene  or  gasoline  lights 

212^4  - 

G-as  lights 

IS 

'I 

Electric  light 

.-,  32^ 

26 

Stoves 

2397 

60 

Central  heating  ' 

1^2 

6 

Refrigeration  and  Laundry  facilities 


Have  now 

Head  now 

Ice  boxes 

lO^U 

32 

Mechanical  refrigerators 

S5 

11 

Washing  machines,  hand 

99 

i) 

Washing  machines,  power 

2S6 

-  3  - 


In  answering  tlie  question:     If  you  had  $500  to  spend  in  improving  your 
home,  the  following  items  were  mentioned,  araonr,  others: 


Ho.  farms 

Percent  of  total 
farms 

Interior  walls, 

ceilings, 

floors  795 

31.3 

Exterior  Walls 

5SS 

23.1 

ViTater  system 

5?7 

1.5 

Porches 

kbl 

IS.l 

Roof  s 

3bU 

1^4.3 

Doors,  windov/s, 

screens 

315 

25.^ 

Landscaping 

2S6 

11.3 

Bath  room  equipment 

2S9 

10.6 

Additional  rooms 

2ob 

10.5 

These  are  all  preliminary  data,  subject  to  change  prior  to  publication 
of  the  date.. 
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U.  S.  DEPARTMENT  OF  AGRICULTURf 

OI^F^ICB  Oi=^  INFORMATION 
PRESS  SERVICE 


Release  -  Inmediate 


WASHINGTON,  D.  C 


F.-i^M  HOUSING  SURVEY 
'A  Civil  Vforks  Adninistration  Project) 


March  2,  1934. 


The  Farm  liousinp  Survey  is  a  Civil  Works  Adninistration 
:projeot,  carried  out  by  the  U.  S.  Department  of  Agriculture  and  the 
:utate  Agricultural  Extension  Services.     The  object  is  to  provide 
:the  basir  inicrmation  necessary  for  a  program  of  improvement  for 
:farm  homes.     About" 300  counties  throughout  the  oountry  are  being 
: covered  by  the  investigators.     


Preliminary  Report  for  Gallov/ay  Co.,  Kentucky 
(Subject  to  later  revision) 

Reports  on  2792  farm  houses'  in  Calloway  County,  Kentucky,  have  been 
tabulated.     Of  zh^^Ro,  1983  are  painted  frame  houses,  715  'jinpainted  "Trane  houses, 
-78  log  houses,  and  the  remainder  are  brick,  stucco,  or  concrete.     There  were 
2990  farms  in  Galloway  County  in  1929  and  the  farm  population  was  12,883, 

Some  of  the  most  significant  facts  shown  by  the  preliminary  totals 
are„.as  f  ol  lovvs  : 

Condition  of  Houses 
Of  the  2792  farm  houses  surveyed,  replacements  or  renewals  and 
repairs  were  needed  as  follows: 


the  occupants. 


Comolete 

Item 

replacement 

Repairs 

or  r.enewul 

Paint,  exterior 

2081 

198 

Screens 

1486 

657 

Reof  s 

1090 

743 

Interior  v/alls  and 

ceilings  1006 

1036 

Foundations 

675 

767 

Doors  and  vdndows 

654 

1030 

Floors 

638 

901 

Vifalls,  exterior 

493 

812 

Chimneys 

402 

G54 

Complete  replacement  of 

317  of  the  houses 

surveyed  was 

1993-34 


Space  Requirement 

s 

Space 

requirements  v/ere  as 

1 0  i  i  OYJ^s : 

■ 



Have 

Additional 

ncvr 

space  noodod 

Basemcntis 

iU4: 

O  Ut  " 

Dining  rooms 

913 

572 

Back  perches 

1985 

526 

V/ork  rooms 

137 

462 

Bedrooms 

4796  rooms 

1038  rooms 

Water  Supply  and  SoY/age  Disposal 


Have      -Mev;  in-  Percent-  • 

ncvi/        stallation  needing  new 

needed  installation 


Carried  by  hand 

2764 

Hand  pump  in  divelling 

ib 

45S 

16.3 

Running  v>rator,  cold 

35 

1^33 

57.0 

Running  v/ator,  hot 

6 

423 

15.2 

Unimproved  toilets 

1968 

m 

Improved  toilets,  outdoors 

31 

1407 

50.4 

Improved  toilets,  indoors 

15 

640 

22,9 

Tub  or  shov'/er  bath 

25 

55. 

Kitchen  sink  r/ith  drain 

2 

1453 

52.0 

Light 

and  Heat 

Have 

New  in- 

Percent needing 

nOY; 

stallation 

new  installa- 

needed 

tion 

Kerosene  or  gasoline  lights 

2724 

214 

7.7 

Gas  lights 

6 

S 

.1 

Electric  lights,  home  plant 

25 

32 

1.1 

Electric  lights,  pov/or  line 

57 

1794 

64.3 

Fire  places 

2323 

135 

4.8 

St»  ve  s 

1006 

201 

7.2 

Central  heating  system 

27 

396 

14.2 

Refrigeration, 

Laundry, 

and  Cooking  Facilities 

Have 

Nov/  in- 

Percent needing 

nOYiT 

stall  £it  ion 

new  installa- 

needed 

tion 

Ice  boxes 

326 

899 

32.2 

Meckanical  refrigeration 

5 

328 

11.7 

Washing  machine,  hand 

2717 

124 

4.4 

Vfeshing  machines,  power 

26 

941 

33.7 

Wood  or  coal  cookstoves 

2728 

357 

12.8 

Kerosene  or  gasoline  stoves 

202 

108 

3.9 

Electric  stoves 

228 

8.2 

In  ar.sv;or  to  the  question:     "If  you  had  $500  for  improving  your 
home  what  would  ycu  spond  it  for?"    the  follovdnp;  items  vrero  mentioned 
among  others: 


No.           Percent  of  total 
farms  farms 

iLxterior  walls 

23,0 

Interior  walls,  ceilings. 

floors  PlJ, 

22.2 

Roofs 

543 

19.4 

Doors,  windov/s,  screens 

483 

17.3 

Additional  roonis 

475 

17.0 

Electricity 

382 

13.7 

T/ater  system 

381 

13.6 

Furni  shings 

319 

11.4 

Porches 

291 

10.4 

Foundations 

216 

7.7 

Bathroom  equipment 

206 

7.4 

Thuse  are  all  preliminary  data  and  arc  subject  to  change  prior 
to  publication  of  the  data. 


INFORMATION  FOR  THE  PRESS 


U.  S.  DEPARTMENT  OF  AGRICULTURE 


ORRIOB  OI^  INFORMATION 


PRESS  SERVICE 


WASHINGTON.  D.  C 


Release  -  Immediate 


March  3,  1934. 


EAm&  HOUSING  SURVEY 


{a  Civil  lYorks  Administration  Project) 


:  The  Farm  Housinf^  Survey  is  a  Civil  Vforks  Administration  :  • 
rproject,  cai'ried  out  by  the  U.  S.  Department  of  Agriculture  and  the: 
:State  Agricultural  Extension  Services.  The  object  is  to  provido  : 
:the  basic  information  necessary  for  a  program  of  improvement  for  : 
:farm  homes.  About  300  counties  throughout  the  country  are  being  : 
j_covered  by  the  investigators.   ^ 

Preliminary  Report  for  Kno:x  Co.,  Tennessee 
(Subject  to  later  revision) 

Reports  on  ;j357  farm  houses  in  Knoj;  County,   Tennessee  have  been 
tabulated.     There  v/ere  4039  farms  in  tliis  county  in  1929  and  the  farm  popu- 
lation was  12,689. 


Of  the  3357  farm  houses  surveyed,  new  installations,  replacements, 
or  renewals  and  repairs  v/ere  needed  as  follows: 


Complete 

replacement  Repairs 
or  renewal 


Paint,  e:xterior 

Screens 

Roofs 

Interior  vvalls  and  ceilings 

Foundations 

Stairs 

Floors 


I99S-3U 
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FAIM  HOUSING  SURVEY 
'{  A  Civil  "Works  Adiainistration  Project) 


iiarch  5,  1934 


The  Fa.nn  'Housing  Survey  is  a  Civil  Works  Administration 
jproject,  carried  out  by  the  U.S,  Department  of  jigrioulture  and 
;the  State  jigricultural  Extension  Services,    The  object  is  to 
^provide  the  basic  information  necessary  for  a  program  of  im- 
:proveraent  f<?r  farm  homes,    About  300  counties  throughout  the 
; country  are  being  covered  by  the  investigators,  

Preliminary  Report  for  Shelby    Co,,  Kentucky 
ISubject  to  later  revision) 

Reports  on  2,015  farm  houses  in  Shelby  County,  Kentucky  have  been  ta,bulated.    The  Survey 
shoTrs  66  log  houses,  1  earth  house,  156  unpainted,  1625  painted,  10  stucco  frame  houses; 
146  brick,  4  stoiie  and  7  concrete  houses, ..  There , were  569  one  story  houses  and  1445  that  were 
more  than  one  story.    An  average  of  7  rooms  per  house  is  shown.      There  were  2,337  farms  in 
this  co-onty  in  1929,  and  the  farm  population  -was  11,220, 

Condition  of  Houses 

Of  the  2,015  houses  surveyed,  new  installations,  replacements,  sr  renewals  and  repairs 
were  needed  as  follows; 


Complete  Replacement 
m\'r  Installation 
or  renewals 

Repairs 

Paint,  exterior 

993 

363 

Screens 

435 

512 

Roof 

237  , 

594 

Insulation 

232 

'7 

Interior  walls  and  ceilings 

125 

786 

Foundation 

114 

622 

•Doors  and  ivlndows 

104 

688 

-V/alls,  exterior 

47 

546 

Floors 

76 

431 

Is'eed  for  Additional  Space 
Space  requirements  vrere  as  follows: 


Have  New  installation 
now  needed 


Bathrooms  ~      ~~  227 

Storage  space  for  1142 
fruits  and  vegetables  G53 
Vf«rk  room  364 
Basement  479 
Wash  room  for  farm  help  1522 
Back  porches  5622 
Bed  rooms 

Dining  rooms  1465 


Per  cent 
needing 

additional  rooms 


rooms 


827 
728 
556 
535 
413 
372 

270  (rooms) 
248 


41.00 

36.1 

27.6 

26.6 

20.5 

18.5 

13.4 

12.3 


-  2  - 

Ws.ter  Supply  and  Sewc-ge  Disposal 


Have"'    !Mev>'  installation  Ter  cent  of 
no7r  needed  houses  needing 

new  installation 


L/J-I  X  J.C/U.    Uy  XJ.i_LilU, 

1  no 

Running"  water,  cold 

167 

784 

39.9 

Ruiining'  water,  hot 

"71  n 

/xU 

Tub  or  shower  b:j,th 

170 

1346 

66,8 

Eitchcn  sink;  vd-th  drain 

iUlD 

Rpi  /I 

Unimproved  toilets 

ioyD 

Improved  toilets 

yo  / 

4b,  U 

Light  and 

Heat 

Have  ^'<ev;- 

installation 

Per  cent  needing 

"now 

needed 

new  installation 

Kerosene  or  gasoline 

1697 

1 

lamp  s 

Gas  lights 

57 

12 

.6 

Electric  lights 

296 

996 

49.4 

Central  heating  system 

103 

277 

■  13.7 

Refrig 

eration  and  Laundry  Facilities 

Ice  hexes   •  387 

Mechanical  refrigerators  74 

Washing  machines,  power  427 

Vi'a.shing  machjSnes,  hand  1323 


"TTa-'ve  "TTorr  installation    Per  cent  of 
now-  needed  '    houses  needing 

new  installation 


310 
105 
220 

9 


15.4 
5,2 
10.9 


Landscaping,  of  House 


Have 
novr 


Kew  installation 
needed 


Per  cent  of  houses 
needing  new 
installation 


Walks  and  drives 

1287 

870 

43.2 

La-m  established 

1842 

100 

5.0 

Fences 

1743 

435 

21.5 

Surfajoe  drainage 

away  from  house 

1850 

190 

9.4 

In  reply  ts.the  question:     If  you  had  $500  to  spend  improving  your  home,  the  following 
items  were  mentioned,  arriong  others: 


fJijinbcr  of 

Per  cent  of 

f  aras 

total  ^ anrs 

Exterior  trails 

992 

49,2 

Interior  TJr;,lls,  ceilings,  floors 

928  , 

46.1 

V'ater  system 

569 

29.2 

Roof 

515 

25,6 

Additional  room 

416 

20.6 

Doors,  screens,  Trindows 

439 

21.8 

Porches 

387 

 19.2 

Landscaping 

357 

17.7  , 

Electricity 

348 

•17.3 

Bathraiom  equipment 

317 

15.7 

Furnishings 

259 

12.9 

Those  are  all  preliminary  data,  subject  to  revision  before  the  data  a,re  published. 


Release  —  niiinediate 


FARM  HOUoIMG  -mmn 
(ik  Civil  Works  Adxiiinistration  Project) 


March  6  ,  1934 


the  tam'ifousing  Sui-vey  is  a  Civil'  Vfbrks  Adminis'traticn' 
:Projeot,  carried  out  by  the  U.S.  Department  of  Agriculture  and  the; 
[State  Agricultural  Extension  Services,    The  object  is  to  provide 
:the  basic  inf crrr>ation  necessary  for  a  program  of  iir.provement  for 
:farm  homes,    Abcut  300  coonties  throughout  the  oo-urrtry  are  being 
; covered  b.y  the  jnyestigatorg^   ,  , 

f^elimi"Airy  Report  for  Hickman  Co*,  Ky. 
"  ("Subject  to  later  revision) 

Reports  *n  1426  farm  houses  in  Hickmais  County*  Kentucky  have  heen  tabulated, .  The  survey 
shovrs  37  log  houses,  671  unpainted  fann  houses,  706 "painted  farm  houses,  1  brick  house  and 
1  concrete  house  and  1  stuccc  house.    There  are  1133  one-story  houses  and  265  houses  vrhioh  are 
more  than  one  story.    An  average  of  3  rooms  per  house  is  shovm.    There  "were  1434  farms  in  this 
county  in  1929         the  farm  population  "was  6,424, 

Condition  of  Houses 


Of  the  1426  homes  surveyed,  new  installations,  replacemeiits,6r  renewals  and  repairs  were 
needed  as  follo"ws:        '  ,' 


Paint,  exterior  '  STT" 

S6reens  505 

Roof  s        "  444 

InsulatioA  403 

,Fo"andations  3l2 

Interior  walls  and  ceilings  238 

jDoors  and  windoivs  26], 

V.'all3,  exterior  255 

Floors  2iO 

Chimneys  .  ^19 


Complete 

Replacement,  Jlepairs 
New  installation 
or  renewals  \  

 — 135  


Need  f'->r  Additional  Spacg 
Space  requireraenlfs  •vrore  as  follows 


I^ew  installation 
nt 


in stain 

needea 


Per  ccljt  of  houses 
■which  3|iecd  additional 


Bathroons 

'  '     649 ! 

i9.3 

Bedroom.B 

2849  rooms 

549  rooms  33,5 

BaauBcnts 

61 

460  ; 

?2,3 

Work  rti(5ms 

104 

27a  ; 

1.9.5 

Dining  ronrTS 

772 

254  ; 

.7.8 

Back  porches 

962 

240  ] 

.6,8 

-  2  -  • 

Yfatcr  oupply  and  Se^vrage  Disp^sal 

Have  New  installation  Per  cent  of  houses 
nww  needed  needing  new 

installation 


V/ater  carried  by  hand 
Hand  p^orap  in  dwelling 

1053 

12 

91 

5.4 

Running  wr.ter,  cold 

61 

147 

10.3 

Running  water,  hot 

11 

105 

7.4 

Unimproved  toilets 

990 

Improved  toilets,  outdoor 

93 

588 

41.2 

Improved  toilets,  indoor 

19 

28 

2.0 

Tub  or  shower  bath 

37 

348 

24,4 

Kitchen  sink  with  drain 

101 

520 

36.5 

Light  and  Heat 

Have    New  installation    Per  cent  of  houses 


.  -■  ■"  now 

needed 

needing , new'/ ■  • 
installation  • 

Kerosene  or  gasoline  li?jnp5  1397 
Gas  lights  "                     ,,    .  .    15  ■ 
Electric  lights  9 
Fireplaces  629 
Stoves                       -  ■            1014  ■ 
Central  heating  system  ,    '  21 

39 

234 

■  34- 
86 
■124 

2.7^ 

15,4  : 
2.4 
-  .  6.0 
8.7 

Refrigeration,  Laundry 

and  Cooking 

Facilities 

now 


needed 


needing  new  installation, 


Ice  boxes 

43b 

.  301 

21.1 

iUecha,nical  refrigerators 

1 

3 

.2 

Wa,shing  ma.chines,  power 

37 

350 

24.5 

vVashing  machines,  hand 

1230 

6 

.4 

Wood  or  coal  cook  stoves 

1323 

59 

4.1 

Yard 

Hav 

New 

installation 

Per  cent  of 

needed 


Lavm  estatliched  '  829 
Vfalks  and  drives  213 
Fences  341 


houses  needing 
nevr  installation 


360 
625 
365 


25.2 
43.8 
25.6 


In  reply  to  the  q_uestion:      If  you  had  $500  to  spend  improving  yo\ir  home,  the  following 
items  were  mentioned,  among  others: 


Number 

Per  cent 

of 

of 

f  arms 

total  farms 

Interior  walls,  ceilings. 

floors  803 

56.3 

Exterior  walls 

786 

■  55.1 

Roofs 

623  . 

43.7 

Porches 

552 

38.7 

Doors,  windows,  screens 

473^ 

33.2 

VJater  system 

418 

29.3 

Additional  room 

402 

23.2 

Foundations 

382 

26.8 

Built  in  equipment 

.  171 

12 ;o  . 

Laundry  equipment  ' 

125 

8.8 

Chimneys 

120 

8.4 

These  are  all  preliminary  drvta,   su^joct  to  change  prior  to  publication  of  the  dcita. 
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Civil  '/-'orks  Administration  Project} 
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1            The  FDJTTn  Housing  Suarvey  is  a  Civil  Yforks  Administration 
:project,  carried  out  by  the  U.S.  Department  of  Agriculture  and 
:thc  State  .  gricultural  Extension  Services,    The  ohject  is  to 
tprovide  the  basic  information  necessary  for  a  program  of  im- 
rprovement  for  fam  homes.    About  300  counties  throughout  the 
; country  are  being  covered  by  the  investigators.  


Preliminary  Report  for  Boyle  County.,  Ky, 

(Subject  to  later  revision") 

jorts  on  973  farm  houses  in  Boyle  County,  Kentucky,  have  new  been  tabulated.    There  were 
1251  farms  in  the  county  in  1929  and  the  farm  population  was  5760, 

Some  of  the  most  significant  facts  shown  by  the  preliminary  totals  are  as  follows; 

Condition  of  the  House 

Of  the  973  houses  surveyed,  repairs  er  replacements  and  renewals  were  needed  as  follows: 


Complete 
replacement  etc. 
needed 


Repairing,  or. 

alterations 

needed 


Foxmdation 
Walls,  exterior 
Roofs 
■   Doors,.' Windows, 
Screens 

Paint,  Exterior 
Vfalls,  Exterior 


102 

117 
110 
349 

486 
118 


235 
218 
258 
231 
159 
159 
279 


Need  for  Additional  Space 
Space  requirements  were  as  follows; 


Have 

Additional 

Per  o.  crt  of 

now 

rooms 

total 

needed 

farms 

Storage  space  for  fresh 

fruits  and  vegetables 

498 

243 

25,0 

Back  porches 

635 

101 

10.4 

Bed  rooms 

2650 

rooms  80  rooms 

8,2 

Front  poixhes 

712 

65 

6.7 

Living  rooms 

556 

54 

5.5 

Yi"ater  Supply  and  Sewage  Disposal 


ITave 

New  installation 

now 

needed 

V/ater  carried  "by  hand 

V79 

- 

Hand  pump  in  dwelling 

73 

1 

Running  water,  cold 

86 

— 

Running  water,  hot 

77 

— 

Unimproved  toilets 

767 

— 

Im|)roved  toilets 

123 

99 

Tub  or  shower  bath 

101 

1 

Kitchen  sink  with  drain 

130 

4 

Light  ^4 

Keat 

Have 

New  installr.tion  ' 

nnw 

needed 

Kerosene  or  gasoline  lamps 

845 

8 

Gas  lights 

6 

Electric  lights,  home  plant 

21 

Electric  lights,  power  line 

105 

-  ,    "'      1  • 

Fireplaces 

494 

1 

Stoves 

728 

10 

Central  heating  plant 

95 

1 

Refrigeration  and  Laundry  Equipment 

Have 

i\ew  instaXiatxon 

now 

needed 

Ice  boxes 

283 

114 

Mechanical  refrigerators 

41 

1 

Washing  machines,  power 

35 

3 

Washing  machines,  hand 

62 

5 

In  answer  to  the  questien:     If  you  had  $500  to  spend  iraproving  yo\ir  home,  ihe  f ollovdng 
items  were  mentioned  among  others: 


Number  of 

Per  cent  of  total 

farms 

. f  arms  . 

Interior  vj-alls, ceilings,  floors 

343 

35.3 

Exterior  walls 

327 

33.6 

Additional  rooms 

245 

25.2 

Doors,  windows,  screens 

228 

23.4 

Roofs 

206 

21.2 

Porches 

199 

20.5 

Water  systems 

150 

15.4 

Landscaping 

134 

13.8 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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CORRECTION 


In  the  preliminary  report  on  the  Farm  Housing  Survey  for 
Boyle  County,  Ky. ,   sent  to  you. from  this  office  March  7,   the  first 
table  contained  two  errors.     Kie  nmdbev  of  exterior  walls  that  need 
complete  replacement  was  left  blank.     Tho  figiire  should  be  SS.  0?he 
last  item  in  the  table,  Walls,   exterior,   shotild  be  Wall s,  ,  interior. 
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WASHINGTON    D  C 


(A  Civil  V'.'orks  Administration  Project^ 


March  J.,  1934 


:             The  Fanu  Housing"  Siirrey  is  a  Civil  V»orks  Administration 
:project,  carried  out  Ly  the  U.S.  Depa-rtment  of  Agriculture  and 
:the  State  Agricultui'al  Extension  Services,     The  object  is  to 
:provide  the  "basic  information  necessary  far  a  program  of  im™ 
:provenent  for  farm  liomes,    Ahoat  300  counties  throughout  the 
; country  are  being  covered  by  the  investigators,  


Preliminary  Report  for  Tfashne  and  Chiirchill  Counties,  Nevada. 
(Subject  to  later  Prevision) 

Reports  on  1056  farm  homes  in  Washoe  and  Churchill  co^onties,  in  Nevada  have  been  tabulated. 
The  survey  shows  four  log  houses,  23  earth  houses,  388  -anpainted  frame  houses,  535  painted  frame 
houses,  29  stucco  houses,  37  brick  houses,  9  stone  houses  and  31  concrete  houses.    There  were  865 
one  stor^  houses  and  191  houses  halving  more  than  one  story,    in  average  of  four  rooms  per  house  is 
n.     "here  were  1033  farms  in  these  counties  in  192? 


shown. 


l929  and  the  farm  population  was  499"; 
Condition  of  Houses 


Of  the  1055  homes  surveyed  nevf  installations,  replacements  or  renewals  and  repairs  were 
needed  as  follows: 


Complete  replacement 
Uew  installations  or 
Renewals 

Repairs 

Painted  exterior 

461 

200 

Foundations 

293 

180 

Screens 

266 

208 

Insulation 

231 

104 

Floors 

197 

237 

Interior  walls  anc 

i  ceilinffs  185 

359 

Roof  s 

150 

299 

Complete  replacement  of  246  of  the  houses  surveyed  was  desired  by  the  occupants, 

Need  for  Additional 


\aoe 


Space  requirements  were  as  fallows; 


Hcve 
now 


Additional 
x»ooms 


Per  cent  of  houses 
in  which  additional 


needed 

rooms  are  needed 

Bathrooms  422 

339 

32.1 

Back  porches  513 

203 

19.2 

Front  or  side  porches  604 

199 

18.8 

Storage  sjSace  for  fresh 

fruits  and  vegetables  704 

1S9 

17,9 

Work  rooms  162 

174 

16,5 

Vv'ash  room.s  for  help  757 

159 

15.1 

Dining  rooms  560 

142 

13.4 

Red  rooms  2493 

rooms  497  rooraa 

47.1 

2033-3^ 


~  2  - 


"tyater  Supply  and  oeTOge  Disposal 


Have  I 

Jew  installation 

Per  ccirt  of 

now 

needed 

homes  needing 

new  installation 

I'fater  carried  by  hand 

92 

Hand  pump  in  dwelling 

99 

16 

1.5 

Running  water,  cold 

498 

249 

14.1 

Running  water,  hot 

367 

292 

27.7 

Uniruproved  outdoor  toilets 

734 

Improved  toilets  out  of  doors 

67 

30 

2.8 

Improved  toilets  indoors 

301 

385 

36.5 

Tub  or  shower  bath 

432 

649 

61.5 

Sink  vjith  drain  in  kitchen 

654 

249 

23.6 

Light  and  Heat 

Have 

New  installati 

on 

noir 

needed 

Glasoline  or  kerosene  lamps 

317 

22' 

Gas  lights 

Q 

354 

Eleotric  lights 

739 

138 

St  ove  3 

885 

44 

Central  heating  system 

233 

243 

Refrigeration,  Laundr}/  and 

Cooking  jLquipment 

Have 

New  installati 

on 

now 

needed 

Ice  boxes 

331 

58 

Mechanical  refrigeration 

82 

364 

Washing  machines,  power 

315 

255 

Washing  machines,  hand 

19 

5 

I'Tood  or  coal  stoves 

788 

55 

Iverosene  or  gasoline  stoves 

80 

15 

Gas  stoves 

28 

56 

Electric  stoves 

78 

103 

In  answer  to  the  question:     If  $500  were  available  for  you  to  spend  in  Improving  your 
home,  the  following  items  vrere  mentioned  among  others: 


Nuraber  of 
f  arras 

Per  cent  of  total 
farms 

Bath  room  equipment 

395 

37.4 

Vrater  system 

354 

33.5 

Interior  walls,  ceilings,  floors 

327 

31.0 

idditionsl  rooms 

303 

28.7 

Exterior  walls 

224 

21.2 

Roofs 

204 

19.3 

Porches 

191 

18.1 

Furnishings 

186 

17.6 

Sanitary  facilities 

185 

17.5 

Foundations 

148 

14,0 

Doors,  windows,  screens 

136 

12.9 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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Release  —  Irrmediate 


F,\EM  H0USI1\:G  SURTOY' 
{a  Civil  Vy'orks  Acininistration  Project] 


March  1 ,  1934 


:            The  Fanri' -Hous-in^g  -Survey"  is-  a  Civil  Vvorks  Administration 
:project,  earrie4--»ut  by  the -U.S.  Department  ef  Agriculture- and 
itho  State  Agricultural  Extension  Services,    The  object  is  to 
:prcvide  the- basic ■ infarmation'  necessary  for  a  program  of  im — 
:pr»veraent  for  farm  homes.    About  300  counties  throughout  the 
;country  are  b,eing  covered  by  the  invcstigatars,  


Prelimijiary  Repsrt  for  Providence  Co.,  Rho'de  Island     "  _ 
(Subject  to  later  revision) 

Reports  on  1139  farm  hones  in  Providence'  Coxmty,  Rhode  Island  hav*  been  tabulated.  There 
are  41  unpainted  frame  houses,  1082- painted •fi'ame  houses,  3-  stucco  houses, -5  brick  houses  and  8 
stone  houses.    The  survey  shows  102  one  story  houses  and  1036  houses  having  more  than  one  st^ry. 
The  houses  average  10  r«oms.    There  were- 1390  f am-  homes  iii  this  ceuzity  in  1929  and  the  farm 

populatisn  was  6281,    -   :   .  -   

Condition  of  Houses 

Of  the  1139  houses  surveyed  replacements,  renewals  or  new  installations  and  repairs  vrere 
as  follows: 


Complete  replacement  

renewals  or  new 
installation  needed 

Repairs 

Rot-.f  3 

"37 

123 

Screens 

36 

51 

Faint,  exterior 

29 

213 

riocrs 

-  26   

84 

Interior  walls  and  ceilings 

25 

191 

Doors  and  mndows 

25 

79 

Need  for  Additional  Space 
Space  requirements  were  as  follows: 


Bath  rooms 
Bed  rooms 

Front  or  side  porches 
Dining  rooms 


Have  Additional  r o om s 
now  needed 


534 
4894  rooms 
619 
927 


n  

46  rooms 

12 

11 


Water  S-'>.pply  and  Sewage  Disposal 


Have 

l>rew  installation 

now 

needed 

Water  carried  by  hand 

292 

Hand  pump  in  dwelling 

164 

16 

Running  water,  cold 

734 

37 

Running  water,  hot 

377 

33 

Unimproved  toilots 

386 

Improved  toilets,  ouxdoors 

270 

4 

Improved  toilets,  indoors 

521 

66 

Tub  or  shower  bath 

613 

104 

Kitchen  sink  -vrith  drain 

1111 

13 

Li^ht  and  Heat 


Have 

New  installation 

now 

needed 

Kerosene  or  gasoline  lamps 

184 

2 

Gas  lights 

16 

Electric  lights,  home  plant 

22 

Electric  lights,  povrer  line  , 

938 

15 

Stoves 

815 

6 

Central  heating  plant 

■  575 

.r-  v3i  : 

.         Refrigeration,  Laundry  and  ..Cocking  f  acilities 

■  -    

Have 

i\]ew  ins$alla-tion 

-  ■  now 

neede.d. • 

Ice  hoxes 

'767 

.  £6 

kechanical  refrigeration  ' 

250^ 

-             T  -.    ;  .  ... 

Washing 'machines,  power'- 

.306 

•  .-6-.  •.  

Vt'ashing  machines,  hand 

215 

■           "  ^  6' 

V'/ood  or  coal  cook  stox'e's".'  ' 

883'- 

.       -2  - 

Kerosene  er  gasoline  stoves 

■  '353 

;,  ■  .     .  1 

Gas  stoves^.,    ,.  . 

78 

Electric  stoves 

113 

/  .e-            ■  1-  -   ,  ■;  , 

Landscap 

ing  6f 

liave 

New  installation 

'  now  - 

■.  ■  needed 

Lawns  established 

1053 

44 

Plantings 

1017 

■■■■  :  ■         ■    .50.  ■- 

Walks  and  drives 

1048 

37  ■ 

Fences 

839 

25 

In  answer  to  the  question:     If  you  had  $500  to  spend  in  improving  your  homo,  the  follomng 
items  were  mentioned,  among  others:  .■' 


?\iiber  01  Per  cent  of 

f  r.r'.iG  t  otT.'l'  -farms 


Exterior  walls 

325 

28,5 

Interior  i/falls 

304 

.        26.7 ■  -  • 

■Wa.ter  systems 

■   '    •  2-00  

.,17,6 

Bath  rem  equipment 

,  199 

'  17.5 

Rofffs                              ,  -  . 

A  1:50 

13.2 

Sanitary  facilities  ' 

■■  ■  ■123 

■:  ■       ■  10.8 

Furnishings 

109 

9.6 

These  are  all  preliminary  data,  subject  t»  revision  before  the  riata  are  published. 
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WASHINGTON,  D.  C 


FiJM  Housii-TG  $mmj^  . 

(a  CiTil  Works  Adminisirati'cii  Project^ 


...March  7,  1934 


'   The  _i; am -Housing  i>urvey  is  a  Civil  Works  Administr at i o n 
[project,  oarripd  out  by  the  IJ»S.  Department  of  A,'|ricultiire  and 
jthe  State  Agricultural  Extension  Services,    The  ohjeot  is  to 
[provide  the  hasic  infonnation  necessary  for  a  prcgrara  im- 
:proveraent  ftr  farm  homes.    About  300  counties  throughout  the 
[country  are  being  covered  by  the  dnvestigators.   . 


Pr(=>liminary  Report  for  Orange  Co.,  Florida 
.  .  .{Subject  to  later  revision) 

Reports  of  1492  farm  hnmes  in  Orange  County  have  been  tabulated.    The  survey  shows  1094 
painted  frame  houses,  306  unpainted  frame  houses,  55  stucco  houses,  10  log  houses,  13  brick 
houses,  1  stone  house  and  13  concrete  houses.    There  are  -670  houses  under  10  years  of  age  and  545 
houses  between  the  age  of  10  and  24  years.    The  averav'e  size  of  the  houses  is  5  rooms.      There  are 
1083  one  story  houses  and  409  houses  have  more  than  one  story.     In  1929  there  were  1608  farms  in 
this  county  and  the  farm  population  was  5127, 

Condition  af  ^  Houses  

Of  the  1492  hwes  surveyed  the  replacements,  renewals  or  new- installations  and  repairs 
were  as  follows:  -  ' 


Complete  replacement 

needed 

Repairs 

insulation 

1290  ■ 

19 

Paint,  exterior 

Interior  walls  and  ceilings 

664 

532 

.  493. 

510 

Screens 

425 

521 

Chimneys 

351 

.142 

Roofs 

289 

518 

Foundations 

217 

344 

Doirs  and  -vsTjidows    ■ 

199   

542 

Floors 

169 

619 

Keed  for  Additional  Space 


'  '  — i 

Have 

Additional 

Per  cent  of  homes 

now 

space  - 

in  which  additional 

nec-ded  ' 

space  is  needed 

Stora,'^e'  space  for  fresh 

153 

467 

31.3 

fruits'  and  vegetables 

Bathrooms 

68G 

305 

20.5 

Dining  rooms 

270 

ir-.l!  ' 

Back  porches 

'  9.35 

223 

■  14.9 

Front  f>r  side  porches 

1238 

156 

10.5 

Bed  rooms 

3719 

rooms  530  ro'vas      ,,  35,5 

-  2  - 

Water  Supply  and  Sewage  Disposal 


Have 

now 

■p  p  p  f3  p 

Ticvj"  installation 

Vi'ater  carried  ty  hand 

63  & 

Hand  pump  in  dwelling 

258 

233 

15.5 

Running  water,  cold 

644 

470 

31.5 

Running  water,  hot 

278 

355 

23.8 

iJnim.proved  toilets 

743 

Improved  toilets,  outdo-irs,  172 

498  .  V 

33.4 

Improved  toilets,  indoors 

544 

392  ■ 

26.3 

Tub  or  shower  hath 

685 

435 

29.2 

Kitchen  sink  with  drain 

■  716  - 

  -399  •  ■ 

  '  40.1-  - 

Light 

and",'l-feat 

Have 

l^ii-'/r  installatipn 

novr 

needed 

Kerosene  or  gasoline  lamps  " 

855 

  -24 

Gas  lights 

•  23   .  . 

..6.-  . 

Electric  lights,  home  p'l"3'^''t 

.    86  . 

5,3 

Electric  lights,  power  line 

624 

315 

Fire  places  _ , 

-746 

 lf\A 

St  ove  s       .  , 

689 

,120 

Central  heating  'systems 

■  74  ■ 

196,                       '  , 

Refrigeration, 

Laundry,  Facilities   ,      -  ,  . 

Have 
now 

'iievr  installation 
needed 

Ice  boxes  -744 
Mechanical  refrigerators  .  242 
Vi'ashing  machines, .  power  135 
'iVashing  machines,  hand  12 

■  '   "  256 

.  -.  .....^„.  ,  .  120' 

375 
108 

Landscaping  of  House 


Have 

New  installation 

now 

needed  — 

Surface  drainage 

1343 

62 

away  from  house 

Lara  established 

951 

Plantings 

1232 

276 

Y/alfcs  and  drives 

611 

368 

In  answer  to  the  aueiStinn:     If  you  had  $500  to  speM  In"  Lniprbvihg  your  home,  the  foll»wing 
items  vrere  mentioned  among  others:  .i- 


■   Number  ;6f; 

 Per  cent  of 

farm  home-s 

tct.al 

Interior  walls,  ceilings. 

floors  764 

51.2 

Exterior  walls 

■                   576  • 

.  ,  ■  3S.6 

Yv'ater  systems 

525 

35.2 

Roofs 

495 

33.2  • 

Bathroem  equipment 

474 

31.8 

Doors,  windows,  screens 

431 

28.9  ,  ■  - 

Additional  rooms 

394 

26.4  - 

Porches 

369  ' 

24.7    .  ■ 

Built  in  equipment 

310  ■ 

20.8 

Sanitary  facilities 

296 

19,8 

Furnishings 

266 

17.8 

Chimneys 

246 

16.5 

Electricity 

220 

14.7 

Lighting  system 

207 

13.9 

These  are  all  preliminary  data,  subject  t«  revision  before  the  data  are  published. 
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WASHINGTON.  D.  C 

im-i  HOUSING  SURv^EY 
(a  Civil  Viorks  Administration  Project) 


March  9,  1934 


:            The  Farm  Housing  Survey  is  a  Civil  V^orks  Administration 
;project,  carried  out  ty  the  U.S.  Department  of  Ajfriculture  and 
:the  State  .'.gricultural  Extension  Services,    The  olDjeot  is  to 
:provide  the  hasic  information  necessary  for  a  progrrm  of  im- 
:provcr.ient  for  farm  homes.    About  300  ooiantics  throughout  the 
tcountry  are  being  covered  by  the  investigators,  


Preliminary  Report  for  Hardin  County,  Kentucl^y 
(Subject  to  later  revision) 

Reports  on  2642  farm  houses  surveyed  in  Kardin  County,  Kentucky  have  been  tabulated. 
This  survey  of  the  county  shows  307  log  houses,  3  earth  houses,  560  \inpainted  frame  houses, 
1705  painted  frarae  houses,  61  brick  houses,  and  6  stucco,  stone,  or  conscete  houses.  There 
are  1228  one  story  houses  and  1414  houses  which  have  more  thn,n  one  story,    _ji  average  of  5 
rooms  per  house  is  shown.    There  were  2752  farms  in  this  county  in  1929,  and  the  farm  population 
7/as  3058 

Condition  of  Houses 

Of  the  2642  farm  houses  surveyed,  replacements,  renev.'-als,  or  nev;-  installation,  and  repair; 
are  needed  as  follows: 


Complete  replacement,  > 
new  installation,  or 
renewals 

Repairs 

Paint,  exterior 

1146 

480 

Screens 

736 

611 

Roofs 

.379 

759 

Interior -Walls,  ceilings 

185 

612 

Doors,  v^indows 

165 

706 

Foundations 

150 

700 

Complete  replacement  of  83  farm  .houses  was  desired  by  occupants. 


Need  for  Additional  Space 
Space  requirements  were  a,s  follovrs: 


Have 

Addiiional 

Per  cent  of  houses 

novj- 

rooms 

in 

^tfhich  additional 

needed 

sp 

ace  is  needed 

Storage  space  for  fresh 

fruits  and  vegetables 

1097 

550 

21.2 

Bed  rooms  . 

6287 

roans  416  rooms 

15.7 

Back  porches 

1475 

383 

14.5 

Front  or  side  porches 

1594 

319 

12.1 

Dining  rooms 

1384 

25 

.9 

Living  rooms 

1941 

•  24 

.9 

cNr  Or 


-  2  - 


Water  Supply  and  Sewage  Disposal 


Have 

New  installation 

now 

needed 

Water  carried  by  hand 

2425 

Hand  pump  in  dvrelling 

143 

31 

Running  water,  cold 

77 

1 

Running  water,  hot 

39 

1 

Unimproved  toilets,  outdoors 

2222 

Improved  toilets,,  outdoors 

133 

40 

Improved  toilets,  indoors 

53 

2 

Tub  or  shower  bath 

69 

6 

Kitchen  sink  with  drain 

178 

113 

Light 

and  Heat 

Have 

New  installation 

now 

needed 

Kerosene  or  gasoline  lamps 

2412 

Gas  lights 

18 

Electric  lights 

224 

8 

Fireplaces 

632 

1 

Stoves 

2421 

18 

Central  heating  systems 

97 

38 

Refrigeration,  Laundry^^and  Cooking  equipment 

Have 

New  installation 

now 

needed 

Ice  boxes 

320 

17 

Mechanical  refrigerators 

305 

1 

Washing  machines,  power 

3 

Washing  machines,  hand 

2458 

29 

Wood  or  coal  cook  stoves 

2588 

14  . 

Kerosene  or  gasoline  stoves 

391 

25 

Gas  stoves 

6 

Electric  stoves 

5 

1 

Landscaping  of  House 

Have 

New  installation 

now 

needed 

Lawn  established 

2041 

486 

Walks  and  drives 

1061 

926 

Fences 

1540 

534 

In  answer  to  the  question:     If  $500  weic  available  for  you  to  spend  in  improving  your 
house,  the  following  items  were  mentioned,  among  others: 


Number  of  farm 

Per  cent  of 

houses 

total  farms 

Exterior  vralls 

360 

13.6 

Vv'^ater  sj'-s terns 

314 

11.9 

Interior  walls,  ceilings,  floors 

293 

11,1 

Roofs 

284 

10.7 

Porches 

240 

9.1 

Furnishings 

239 

9,0 

Additional  rooms 

237 

^.0 

Electricity,  home  plant 
Electricity,  power  line 

223 

8.4 

44 

.2 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 


INFORMATION  FOR  THE  PRESS 


U.  8.  DEPARTMENT  OF  AGRICULTUR 

OJPRICIB  OF^  INFORMATION 
PRESS  SERVICE 


Release  -  Immediate 


WASHINGTON.  D.  C 

FiiRI,!  H0U3I?JG  SURVEY 
{a  Civil  Works  Administration  Project, 


i^.varch  9,.  1934 


;  ■  The  Farm  Housing  Siorvey  is  a  Civil  Vrorks  Administration: 
jproject,  carried  out  by  the  U.S.  Department  of  Agriculture  and: 
:thc  St:ite  ■-.gricultural  Extension  Services,  The  object  is  to 
[provide  the  bp^sic  infonriation  necessary  for  a  program  of  im- 
iprovement  for  farm  homes.  About  300  counties  throughout  the 
: country  are  bein,^  covered  by  the  investigators,   


Preliminary  Report  for  Ohio  County,  Kentucky 
(Subject  to  later  revision) 


Reports  on  2610  fami  houses  surveyd  in  Ohio  County,  Kentucky,  have  been  tabulated.  There 
are  220  log  houses,  1  earth  house,  958  unpainted  frame  houses,  1425  painted  frame  houses,  and  8 
stucco,  brick,  stone,  or  concrete  houses.    Of  the  houses  surveyed  1755  are  one  story,  and  819  are 
more  than  one  story.    There  were  3191  farms  in  this  county  in  1929,  and  the  farm  population  was 
14277 

Condition  of  Houses 

Of  the  2610  houses  surveyed,  repla,oements,  renewals,  or  new  installation,  and  repairs 
were  needed  as  follovrs: 


Complete  rcpl^cerxnt;  -nr r-' 
installation,  or  rcno'./als 

Repairs 

Paint,  exterior 

1760 

238 

Screens 

1418 

466 

Roofs 

865 

545 

Do  or  a  and  w  indows 

654 

685 

Interior  walls  and 

ceilings  539 

707 

Floors 

491 

432 

Foundations 

454 

555 

Walls,  exterior 

431 

588 

Chimlieys 

295 

442 

Stairs 

290 

190 

Complete  replacement  of  167  houses  was  desired  by  the  occupants, 

Meed  for  Additional  Space 
Space  requirements  were  as  lollovrs: 


Have  Additi onal 
now  rooms 


Per  cent  of  houses 
in  which  additional 


Bath  rooms 

Storage  spD,ce  for  fresh 

fruits  and  vegetables 
Basements 
Laving  rooms 
Dining  rooms 
Back  porches 
Work  rooms 

Front  or  side  porches 
Wash  room  for  farm  help 
Bed  rooms 


needed 

rooms  are  needed. 

63 

175 o  • 

67,3 

641 

1498 

57.4 

87 

1292 

49.5 

775 

1064 

40,8 

1104 

1013 

38,8 

1241 

930 

35.6 

1708 

7.61 

29.2  • 

1577 

745 

28.5 

45 

691 

25.5 

6840 

rooms  587  rooms 

22.5 

2079-3U 


•  2 


Y/'ater  Supply  and  Sewage  Disposal 


Have 

Per 

cent  of 

noK 

installat  ion 

hous 

ICS  in  which 

needed 

nevr 

installation 

Y.'atcr  carried  by  hand 

2bl2 

Hand  purap  in  d~/relling 

101 

379 

14.5 

Running  vrater,  cold 

30 

1459 

55.9 

Running  vratcr,  liot 

11 

1217 

46.6 

Unimproved  toilets,  outdoors 

2276 

improved  toilets,  outdoors 

38 

830 

31.8 

Improved  toilets,  indoors 

11 

1118 

42.8 

Tub  or  shower  bath 

33 

2550 

,97.7 

Kitchen  sink  ■'/vlth  drcin 

227 

1820 

69,7 

Light  o.nd  Heat 


Have      iVew  Per  cent  of  houses 

nov/        installation    in  which  nevr  installation 
needed  is  needed 


Kerosene  or 

'  gasoline'  Irjnps 

2528 

127 

4.9 

Gas  lights 

55 

100 

3.8 

Electric  11 

ghts.,  heme  plant 

15 

53 

2.0 

Electric  li 

ghts,  povrer  line 

38 

1054 

40.4 

Fire  places 

1982 

91 

3.5 

St  ovc  s 

934 

92 

3.5 

Central  he a 

ting  system 

77 

537 

20.6 

Refrigeration,  Laundry,  and  Cool-cing  acilities 


Have        IvTew  Per  cent  of  houses 

now         installation    in  which  new  installation 


needed 

is  needed 

Ice  boxes  257 

853 

32.7 

Mechanical  refrigerators  '  10 

588 

26.4 

liTashing  machines ,  power  85 

1039 

39.8 

V.ashing  naohines,  hand  2494 

164 

6.3 

Landscaping  of  ITouse 

Hrvve  New  installat i on 

 no^v;  needed  

Lavms  established  923  1514 

V'alks  and  drives  411  1922 

Fences  874  1505 


In  anSTrer  to  the  question:    If  $500  vrcre  avail^'ble  for  you  to  spend  in  improving  your 
house,  the  follovdng  items  were  mentioned  among  others: 


Niimbcr  Per  cent  of  total 

 ^   _   of  farmes  faiTis 

Exterior  vralls  '  '  940  36.0 
Interior  wall,  ceilings,  floors  835  32.0 
Doors,  windows,  screens  747  28.5 
Roof"  744  28. 5 
Porches  666  25.5 
.■additional 'rotms  520  19.9 
Later  systems  473  18.1 
Bath  room  equipment  351  13.4  


Those  are  all  preliminary  data,  subject  to  pevi«i-en  before  the  data  are  published. 
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WASHINGTON.  D.  C 

FiiPM  HOUSING  SURV'E!f 
[x^  Civil  V/orks  Acbiim  strati  on  Project. 


March  9,  1934 


:  Farm  Housing  Survey  is  a  Civil  V.orks  Administration 

:project,  carried  out  "by  the  U.S.  Department  of  Agriculture  and 
:the  5ta.te  .-.grioultural  .t-xtension  Services.    The  object  is  to 
:provide  the  basic  information  necessary  for  a  program  of  im- 
••provement  for  farm  homes,    About  300  counties  throughout  the 
;country  are  beinj^  covered  by  the  investigators» 

Preliminary  Report  for  Simpson  County,  Ky, 
(Subject  to  later  revision) 

Reports  of  1749  farm  houses  surveyed  in  Simpson  County,  Kentucky,  have  been  tabulated* 
There  are  108  log  houses,  575  unpainted  frame  ho^vses,  1028  painted  frame  houses,  and  38  briok, 
S-feone  or  stucco  houses.    The  average  size  of  the  houses  is  5  rooms.    There  were  1797  farms  in 
this  county  in  1929,  and  the  farm  population  was  8144. 

Ccndition  of  Houses 

Of  the  1749  houses  surveyed,  replacements,  new  installations,  or  renewals,  and  repairs, 
were  needed  as  follo-^vs: 


Complete  replacement, 
renewals,  «r  new 
installations 


Repairs 


Insulation 

908 

56  ■  ■ '  ■ 

Paint,  exterior 

905 

156 

Screens 

517 

293 

Roofs 

339 

372 

D»ors  and  windows 

185 

397 

Floors. 

124 

341 

Need  for  Additional  ' 

Space 

Space  requirements  were  as 

follows: 

Have  Additional 

Per  cent 

of  houses  ^ 

now'     '  roon^ 

in  which  additional 

needed 

rooms  are 

needed 

Storage  space  for 

iresh  1. 

fruits  and  vegetables    661  1038 

''59,4 

Bath  r*)oms 

93  470 

26.9 

Back  porches 

1048  295 

16,9 

Bed  rowns 

4208  rooms      2&1  rooms 

14.9 

Front  porches 

1230  183 

10.5 

Dining  rooms 

070  173 

10.2 

Basements 

154  157 

9.5 

Complete  replacement  of  141  homes  was  desired  by  the  occupants. 


-  2  - 

Water  Supply  and  bewage  Disposal 

Have      New  Per  cent  of  houses 

now        installation      in  which  new  installation 


needed 

is  needed 

V.'ater  carried  by  hand 

1605 

Iiand  pump  in  dwelling 

108 

46 

2.6 

Running  water,  cold 

93 

937 

53.6 

Kuniiins'  water,  hot 

30 

329 

18.8 

Unimproved  toilets,  outdoors 

1316 

Improved  toilets,  indoors 

49 

813  ' 

45.5 

Improved  toilets,  outdoors 

9 

368 

21.0 

Tub  or  shower  bath 

66 

991 

56.7 

ICitchen  3ink  with  drain 

149 

1052 

60,1 

Light  and  Heat 


Ilave    Sew  Per  cent  of  houses 

now      installation    in  which  nev,-  installation 


needed 

is  needed 

Kerosene  or  gasoline  lamps 

1644 

6 

.3 

Gas  lights 

44 

18 

1.0 

Electric  lights,  home  plant 

12 

20 

1.1 

Electric  lights,  povrer  line 

46 

771 

44.8 

Fireplaces 

1218 

7 

.4 

Stoves 

1069 

'  13 

■  7 

Central  heating  systems 

37 

162 

9!3 

Refri^eratioii,  Laundry,  and  Cooking  Facilities 


Have    New                  Per  cent  of  liouses  in 
novf      installation  which  new  installation 
nee de d  is  needed  


Ice  boxes 

707 

903 

51.6 

Ivleohanical  refrigerators 

11 

178 

10.2 

Viashing  machines,  po7fer 

51  • 

564 

32.2 

Washing  machine,  hand 

38 

14 

.8 

Wood  or  coal  cook  stoves 

1717 

22 

1.3 

Kerosene  or  gasoline  stoves 

148 

11 

.6 

Gas  stoves 

17 

65 

3.7 

Electric,  stoves 

3 

58 

3.3 

In  answer  to  the  question:    If  $500  were  available  for  you  to  spend  in  improving  your 
house,  the  following  items  were  mentioned,  rmong  others: 


,  >'u;n"ber  of 

'^f=r  cent  of  total 

faim-s 

farms 

"Water  systems 

:/2 

44.1 

Interior  walls,  ceilings. 

floors      737  ■- 

..  42.1 

Exterior  walls 

717 

,  41.0 

Roofs 

490 

23.4 

Doors,  windows,  screens 
Bathroom  equipment 

486 

27.8  ' 

485 

27-7 

Porches                          .  •  ■ 

468 

.26.8 

Additional  rooms 

463 

26,5 

Electricity 

457 

26.1 

Furnishings 

 276 

15.8 

Lighting  system 

184 

.10.5 

Chimneys 

143 

8.2 

Foundations 

140 

8.0 

These  are  all  preliminary  data,  subjeot  to  revision  before  the  data  are  published. 
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The  Farm  Housing  Survey  ia  a  Civil  Viorks  ".-dmimstration 
projeot,'  carried  out  by  the  U.S.  Department  of  jigriculture  and 
the^  Sta,t<j_  Agricultural- Extension- Services, '  The  object  is  to 
provide  the  basic  information  necessary  for  a  program  of  im- 
provement for  farm  homes,   -.ib out  300  counties  throughout  the  t 
countiry  are. being.. co7^^Grcd  by  the  investigators,    ^  ; 


..Preliminary  Report  f  op  -£ssex  County,"  Virginia 
(Subject  t«  later  revision) 

Reports  on  1335  farm  houses  in  Essex  County,  Virginia  have  been  tabulated*    The  survey 
shows  19  log  houses,  525  unpainted  fr?me  houses,  757  painted  frame  liouses,  32  brick  houses, 
and  1  concrete  house.    There  are  242  one  story  houses,  and  1093  houses  in  which  there  are  more 
than  one  story,    fijn.  avera:e,  of  5  .rooms  -per  house  is  shoTm-,    There  were  1181  fams  in  this 
county  in  1929,  and  the  farm  population. was  6011, 

.     Condition  of .Houses 


Of  the  1335  f  arm.  hQU5e.s  surveyed,  ■  replacements-,  renewals,  or  new  installations,  and 
repairs  are  needed  as  follows: 


Complete 
renewals 

replacement, 
or  new  installation 

Repairs 

Paint,  exterior 

875 

254 

Foundations 

614 

457. 

Screens.  .  _  .            .■.  - 

 560 

431 

Insulations 

539 

14  » 

Interior  walls,  ceilings 

453 

619 

Roofs 

374 

422 

iMeed 

for  j^_dditicnal 

Space 

Space,  requirements 

were  as 

f  o'lidvrs  ;■. 

Have 

ildditional      Per  cent  of  houses 

now 

rooms 

which  additional 

needed 

rooms  are  needed  - 

Storage  space  for  fresh 

fruits  and  -vegetables 

291 

264 

19,3 

Back  porches. 

490 

130 

9,7 

Front  or  sid-e  porches 

754 

119 

8.9 

Bathrooms 

66 

61 

4.6 

Bedrooms 

3570  r»oms  50 

rooms  3.7 

Living  rooms-  

751 

■  -  29-- 

  2.2 

Dining  rooms 

890  , 

.  21 

1.6 

2089-3U 


-  2  ^ 


Water  Supply  and  Sewage  Disposal 

Have    Few  '    Per  cent' of  houses  in 


now 

installation    which  new  installation 

needed 

is  needed 

Water  carried  by  ho.nd 

121:^ 



I^and  pimip  in  di/relling 

13 

RunninjI  water,  cold 

69 

53  . 

Running  water,  hot   •  < 

36  • 

:  52' 

3,9 

Unimproved  toilets,  outdoor 

s  181 

Improved  toilets,  outdooral 

1033 

292 

^  21*9 

Improved  toilets, "  indoors"  " 

■  53- 

-■53: 

Tub  or  shower  bath 

71. 

....    118  ■ 

:    .      :       -SvS  .  -    ..■    ; : 

Kitchen  sink  yrxth.  drain  ,. 

78 

.  ■  .923; 

'■■.  ■■69.1            :  : 

■L,i/?ht  and 

Heat. 

Ifave 

New 

installation 

novr 

needed  ■.  ■ 

Kerosene  or  gasoline  lamps  ■ 

1265 

•  ■ 

1 

Gas  lights 

25 

Eleptric  lights 

6D 

.   50  .     ■■•  . 

Fireplaces, 

171 

•  1             .             ...  - 

Stoves 

1307 

20 

Central  heating  systems 

15 

■15                         '  - 

Refrigeration,  La 

undry,  and  Cooking 

Facilities 

Hdve 

j^ew 

installation 

^QW 

needed                     '  . 

Ice  boxes 

459 

91 

Mechanical  refrigerators 

18 

27 

\<ashing  michines,  povrer 

■  -s. 

■  "'xr ' 

Y^Tashing  machines,  hand  - 

87 

3 

Vv'ood  or  .'coal  st  oves 

■  1312 

■'  '  87 ■■   ~ 

Kerosene  or  gasoline  stoves 

117 

5  ■: 

Electric  -stoves 

8 

1 

In  answer  t«  the  question:     If  v500.  were  available  for  you  to-  spend  in  improving  your 
house,  the  iCollowing  items  were  mentioned,'  among  others: 


Number  of  _  _ 

Per  cent  of 

farm  houses 

total  farms 

Interior  walls,  ceilings. 

floors  729 

54.6 

Exterior  walls 

589  , 

44.1 

Porches  - 

-  ■  475.r-- 

35.6 

Roofs 

436 

32.7 

Doors , 'windows,  screens 

   374 

■  2:8,0 

Vv'ater  systems 

295  ■ 

22,2  • 

jvdditional  rooms 

213  : 

16.0 

Sanitary  facilities 

124 

9.3 

Furnishings 

121 

9.1 

Foundations  . 

■  .  110^  ^. 

8.2 

Bath  room  eqvipment 

104 

7.8 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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iproject,  carried  out  hy  the  U.S.  Department  of  AgiT-Culture  and 
;the  State  .-..gricaltural  Extension  Services,    The  object  is  to 
:provide  the  basic  inf^i-mation  necessary  for  a  program  of  im- 
:provement  for  farm  hones.    About  300  counties  throughout  the 
: country  are  being  covered  by  the  investigators,  

Preliminary  Report  for  01dar:i  County,  Kentucky. 
( Subject  to  later  revision j 

Reports  on  1005  farm  houses  surveyed  in  Oldam  County,  Kentucky,  have  ntm  been  tabulated. 
There  are  75  log  houses,  1  earth  house,  156  unpaintcd  frcme  houses,  703  painted  frame  houses, 
10  stucco  houses,  ^'A  brick  houses,  and  15  stone  houses,    jji  average  of  6  rooms  per  house  is 
sho^m.    There  vrere  783  farms  in  this  county  in  1929  and  the  farm  population  ^-fas  3776. 

Condition  of  Houses 

Of  the  1005  houses  surveyed,  replacements,  renewals,  cr  new  installations  and  repairs 
"were  needed  as  follows: 

Complete  replacement.      Repairs  or 
rene-vra-ls,"  or  new  alterations 
installation  needed  needed 


Insulation 

511  ■ 

7" 

Paint,  exterior 

"  314 ■   ■  ■ 

305 

Screens 

292 

185 

Roofs- 

 •■-2:89        ■  . 

Doors  and  ivi.ndov/s 

130 

264 

Foundations 

121 

247 

Interior  walls  and  ccilinffs 

118 

381 

Complete  replacement  of  20  houses  was  desired  by  the  occupants. 


J-?eed  for  -additional  c^pace 
Space  requirements  wore  as  follows 


Have  Additiohal  '  Pdr'  CQnt  of  houses  in 
now       rooms  which  additional  rooms 


needed  arc 

needed 

Bedrooms 

2734 

room.s    136  room's 

13.5 

Storage  space  for 
fruits  and  ve^^ct 

fresh 
ables 

528 

124 

12.3 

Bathrooms 

161 

115 

11.4 

Back  porches 

708 

85 

8,5 

Dining  rocsns 

670 

60 

6.0 

Front  porches 

800 

57 

5,7 

Basements 

303 

57 

5.7 

Living  rooms 

7-^;8 

40 

4.6 

2090-3)+ 


eZHFR  3HT  nO"=1  HOtTAMJ^O"=lHI 


-  2 


Water  Supply  and  Sewr'.ge  Disposal 


Have 

¥<Q\r  installation 

now 

needed 

Water  carried  by  hand 

'  7S4  ' 

Hand  pimp  in  dwelling 
Running  water,  cold 

141 

43 

153 

7 

Pamning  vrator,  hot 

83 

4 

Unimproved  outdoor  toilets 

829 

Improved  toilets,  outdoors 

93 

63 

Improved  toilets,  indoors 

108 

22 

Tub  or  shower  baths 

134 

30 

KitchGn  sinks  vfith  drain-  - 

-.  245  . 

91 

Light  and  Heat 


Have 

Nevj-  installation 

now 

needed 

Kerosene  or  gasoline  lamps 

422 

.    .  .  24 

Gas  .lights- 

26 

4 

Electric  lights 

-■  2-31 

.-  :  20 

Fireplaces 

•  421 

11 

Stoves 

846 

40 

Central  heating  system 

168 

15 

Refrigeration,  Laundry, 

and  Cooking  Facilities 

Have 

New  installation 

norr 

needed 

Ice  boxes 

405 

■     '            ■  43 

iVechanical  refrigeration 

67 

7 

Vi'ashing  machines,  power 

122 

27 

Washing  machines,  hand 

•50 

  35 

Wood  or  coal  stoves 

906 

48  • 

Kerosene  or  gasoline  stoves 

552 

44 

Gas  or  electric  stoves 

27 

Landscaping  of  House 

Have     '         Nevr  instr-llation 

  now   needed  

Lawns  established  900  74 
Plantings  737  387 
Walks  and  drives  610  415 
Fences  721  340  


In  answer  to  the  question:     If  $500  were  available  for  you  to  spend  in  improving  your 
house,  the  following  items  were  mentioned,  among  others: 


i\fumber  of 

Per  cent  of  total 

f  p.rms 

farm  houses 

Interior  walls,  c-eilings,- 

floors  317 

31,5 

Exterior  walls 

317 

31.5 

ITater  system 

224 

22.3 

Roofs 

214 

21.3 

Porches 

149 

14.8 

Landscaping 

147 

14.6 

Additional  rooms 

129 

12.8 

Bathroom  equipment 

88 

8.8 

Furnishings 

75 

7.5 

■Foundations         -  •          -  • 

 -73-  -. 

7.3  ,  . 

Lighting  systems 

63 

6,  3 

Chimneys 

61 

6.1 

Heating  systems 

51 

5.1 

These  are  all  prelii'ninary  data,  subject  to  revision  before  the  data  are  published. 
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(a  Civil  Vforks  a^dministrr.tion  Project) 


March  12,  1934 


The  Farm  Housing  Survey  is  a  Civil  ■.Vorks  -administration: 
:project,  carried  out  by  the  U.S.  Department  of  Agriculture  and: 
;the  State  .agricultural  Extension  Services,    The  object  is  to 
:provide  the  basic  in;i; omation  necessary  for  a  program  of  im— 
:provement  for  farm  homes.     About  300  counties  "throughout  the 
: country  are  being  covered  by  the  investigators.  

Preliminaiy  Report  for  Perkins  County,  Nebraska. 
(Subject  to  later  revision) 

Reports  on  834  farm  houses  siirveyed  in  Perkins  County,  ITebraska,  have  been  tabulated. 
There  are  14  earth  houses,  84  unpainted  frrxne  houses,  555  painted  frame  houses,  34  stucco  houses, 
12  stone  houses,  and  43  concrete  houses.     Of  the  houses  siarv-yed  211  have  been  constructed  less 
than  10  years,  416  houses  between  10  and  24  years,  98  houses  betvreen  25  and  49  years,  and  10 
houses  have  been  constructed  for  more  than  50  years.    There  are  577  one  story  houses,  and  257 
houses  which  have  moi-'e  than  one  story.    There  is  an  average  of  5  rooms    per  house.    There  were 
1034  farms  in  the  county  in  1929  and  the  fann  population  tos  3868, 

Condition  of  Houses 

Of  the  834  farm  houses  surveyed  in  Perkins  County,  Nebraska,  replacements,  renewals  or 
new  installations  and  repairs  were  needed  as  follows: 


Canplete  replacement, 
renevfals,  or  new 
installation  needed 


Repairs  or 

alterations 

needed 


Paint,  e:-cterior 

331 

177 

Interior  walls  and  ceilings 

190 

341 

Screens 

186 

227 

Insulation 

165 

216 

Floors 

141 

212 

Roofs 

128 

239 

Foundations 

125 

185 

Doors  and  windoiTs 

114 

252 

Need  for  .■'.dditi qnal  Cp a,ce 
Space  requirements  vrerc  as  follows : 

flare    Additional       Poroea't  of  farm  nous e s 


rooms 

needed 

ia  7*iich  additional 
rocKis  DT".  needed 

!feedroons 

2078 

rooms 

40S 

I'Goms  40.9 

Bathx'ooms 

127 

4^,3 

Easements 

319 

136 

22.3 

Front  or  si.5.e  t?orciJi©S 

333 

146 

17,5 

Bf\ok  porokea 

445 

3,30 

16.5 

Dining  rooms 

453 

137 

16.4 

Storage  spa.ce  for  fresh 

fruits  and  vegetables 

65S 

123 

14,7 

\ 


-po   -.M-r  ''fyo 


Pcrlcins  County,  Nebraska 


-  2  - 


Vfater  Supply  and  £evra;^e  Disposal 


Per  cent  of  farm  houses 
now      installation    in  which  new  installation 
needed  is  needed    


Water  carried  by  hand  454  - 

Hand  pump  in  dwcling"  164  43 

Running  water,  cold  159  55 

Running  water,  hot  69  384 

Unimproved  outdoor  toilets  787  - 

Improved  indoor  toilets  61  482 

Tub  or  shower  baths  121  681 

Kitchen  sinks  with  drain  343   364 


5.2 
6.6 
46.0 

57.8 
81,7 
43.6 


Light  and  Keat 


Have 
now 


iVew  installation 
needed 


x'er  cent  of  houses  in 
which  new  installation 
is  needed 


Kerosene  or  gasoline  lamp s  674 

Gas  lights  35 

Electricity,  home  plant  141 

Electricity,  power  line  17 

Tire  places  2 

Stoves  519 

Gentrg'.l  heating  systems  280 


22 
3 

157 
133 
1 
28 
288 


26.4 
.4 
18.8 
15.9 
.1 
3.4 
34.5 


Refrigeration,  Laundry,  and  Coo]:ing  Facilities 


Have  New 
now  installation 
needed 


Per  cent  of  houses  in 
which  new  installation 
is  needed 


Ice  boxes 

170 

69 

8.3 

Mechanical  refrigeration 

28 

248 

29.7 

Power  vrashing  machines 

501 

228 

27.3 

Hand  washing  machines 

165 

6 

.7 

Vv'ood  or  coal  cooking  stoves 

808 

43 

5.2 

Kerosene  or  ;;asoline  stoves 

323 

42 

5.0 

Gas  stoves 

24 

3 

.4 

Electric  stoves 

1 

31 

3.7 

Landscr 

,ping  of 

House 

Have 

rlevr 

now 

installation 

needed 

Lavms  established 

74 

323 

Walks  a,nd  drives 

158 

291 

Fences 

330 

305 

In  answer  to  the  question:     If  l;500  were  available  for  you  to  spend  in  improving  your 
house,  the  fo].lo-vri.ng  items  were  mentioned,  among  others: 


Number  of        Per  cent  of  total 


farms 

farm  houses 

^idditional  rooms 

341 

40.9 

Water  system 

329 

39.4 

B^'Ahroom  equipment 

264 

31.7 

Interior  vfalls,  ceilings,  floors 

248 

29.7 

Exterior  walls 

176 

21.1 

Roof  s 

144 

17.3 

Furnishings 

139 

16.7 

Doors,  windows,  screens 

112 

13.4 

These  are  all  preliminary  data  subject  to  revision  before  the  data  are  published. 


I 
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FARM  HOUSING  SUR^'EY 
(a  Civil  Works  Administration  Project) 


March  13,  1934 


:             The  Farm  Housing  Survey  is  a  Civil  Works'  itdministration 
:project,  carried  out  by  the  U.S.  Department  of  A,^riculture  and 
:^he  State  Agricultural  Extension  Services.    The  object  is  to 
rprovide  the  basic  information  necessary  for  a'  program  of  im- 
:proveraent  for  farm  homes,    .-.boiit  300  counties  throughout  the 
i^fjountiy  are  being  oovei-ed  by  the  investigators^   


r  Preliminary  Report  icir  Knox  County,  Maine 

I  -    (subject  to  Cater  revisionj 

Report^  on  1000  farm  houses  in  Knox  Connty,.  Maine,  have  been  tabulated.    There  are  55 
unpainted  fraiiie  houses,  933  painted  frame  houses,  12  stucco  houses,  and'I  stone  house.    There  are 
952  of  the  houses  having  more  than  one  story  and  the  average  size  is  8  rooms  per  house.  There 
■were  1845  farms  in  this  county  in  1929  and  the'  farm  population  was  5794. 


Condition  of  Houses 


Of  the  1000  farm  houses  cur'-cycd, '  •••?i-3lr,Cw-;>.;nts 
■were  needed  as  follo-ws.:  


uiot'-.ll'  tijCli*  ojid  repairs 


Insulation 
Screens 

Paint,  exterior 
Chimneys  - 
Doors,  v/indows 
Fo\mdations 
Roofs 


Complete  replacemen^t, 

rfcnev^^als,  or  new 

installation  needed 
 ^  _ 


Kepairs  or 

alterations 

needed 

"^-B5  


115 


8 
18 
11 

6 


55 
359 
111 

81 
177 
252 


Need  for  Additional  Space 
Space  req^uiremcnt s.,  -were  ,.'as  follo-ws :  . 


Have       Additiono-l  Per  cent  of  fann  houses 

no-w         rooms  in  vdiich  additional  ytimss, 

 ^  needed  are  needed  

Bathrooms  T58  65  1575 

Bedrooms  3920  rooms      131  rooms  13.1 

Storage  space  for  fresh 

fruits  and  vegetables    885  5  .5 

yprk  rooms   563  3  ,3 


Vrater  Supply  and  Sewage  Disposal 


Have 

Ho-w  installation 

now 

needed 

"ffatcr  carried  by  hand 

338 

Hand  pump  in  dwelling 

374 

11 

Running  water,  cold 

327 

5 

Running  water,  hot 

141 

Unimproved  outdoor  toilets 

655 

Improved  outdoor  toilets 

171 

Improved  indoor  toilets 

180 

Tub  or  shovrer  baths 

149 

2 

iCitchen  sinks  'Adth  drain 

979 

12 

Kno::  County,  iv'ainc  —  2  ^ 


Li, gilt  ::.nd  Heat 


Have 
novr 

Nev'  installation 
needed 

Kerosene  or  {Gasoline  lainps 

485 

1 

Gas  lights 

1 

Electric,  home  plant 

15 

'Electric,  power  line 

503 

2 

Fireplaces 

35 

2 

Stoves 

901 

3 

Central  heating  systems 

247 

Refrigeration,  Laundry,  and  Cooking  Facilities 


Have 

New  installation 

now 

needed 

Ice  boxes  ' 

427 

39 

Mechanical  r'ef ri,ftern,tion 

37 

'hashing  machines,  po"v;-er 

2--i4 

Vrashing  machines,  band 

71 

•  1 

Vf'ood  or  coal  cooking  stoves  "- 

961^  • 

■  6 

Kerosene  or  gasoline  stoves 

82 

Gas  stoves 

•  2 

Electric  stoves 

•21 

■                         Landscapintf  of 

Hou3e 

liave 

New  installation 

now 

needed 

Lavms  established 

794 

19 

V^alks  Djid  drives 

634 

52 

Fences 

44 

1 

In  answer  to  the  question:     If  $500  were  p.va'ilable  for  you  to  spend  in  improving  your 
house,  the  following  items  were  mentioned,  among  others!'; 

launhcr  of    '    Fcr  cent  of  toal 


farms 

farm  houses 

Exterior  walls 

333 

33.3 

Interior  vralls,  ceilings. 

floors  272 

27.2 

Roofs 

213 

21.3 

'(.ater  system 

194 

19.4 

Bathroom  equipment 

181 

18.1 

Foundations 

:.  134 

13.4 

Lighting  systems 

^■■■v:.  84 

8.4 

Additional  rooms 

72 

7.2 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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(a  Civil  Works' Administration  Prsject) 


March  13,  1034 


:  '          The  Farm  I'cusin'g  SiJLi*vey  is  a  Civil  V/orks  i-dministration 
:project,  carried  out  by  .the  U.S.  Department  of  Agriculture  and 
: the  State  Agricultural' E:r£ension  Services,    The  object  is  to 
rprovide  the  basic  iufoiTO^.ti'dn' necessary- for  a- prograi-n  of  im- 
;provenient  for  fam  homes.    About  300  counties  throughout  the 
icountry  are  being  covered  by  the  inve'Stigators,   


Preliminary  Report  for  Snohomish  County,  'ftashington 
(Subject  to  later  revision)         '  ; 

Reports  on  2041  farm  houses    in  Snohcmish  County,  Washington,  have  been  tabulated.  The 
survey  sho-ws  18  log  hoiises,  475  unpainted  'frarae  houses,  1542  painted  frame  houses,  4  stucc* 
houses,  4  brick  houses,  2  ston*  houses and  Iconcrete  house.    The  average  size  of  the  farm 
houses  in  this  county  is  5  rooms.     There  were  4262  farms  in  this  county  in  1929  and  the  farm';,: 
population  "■..-.s  l'%482. 

Condition  of  Houses 

Of  the  2041  farm  houses'  surveyed,  replacements;  renewals,  or  new  installations  and 
repairs  were  needed  as  follows: 


Paint,  extsirior 
Screens 
Roofs  ■ 

Interior  walls  and  ceilings 
Floors 

Walls,  exterior 
Insulation 


Complete  replacement, 
■renewals,  or  hew 
installation  needed 


Repairs  or 
alterations 
needed 


702 
369 
385 
267 
•233 
■220 
204 


Need  for  ^-dditional  Space 
Space  requirements  were  as  follows! 


Bedrooms  ■ 
Bathrooms 

Basements .. 
Storagt;  space  for  fresh 
fruity  -  and  vegetables- 
Front  or  side  porches 
Back  porches 
Dining- ;rooms 


Have  Additional 
now  rooms 
needed 


Per  c.:r.t  of  farm  houses 
in  which  additional  rooms 
are  needed 


5426 ■ rooms 
964 
439 


rorans" 


417 
-137^ 


1483 
1677 
1874 

995 


124 
109 

87 

84 


29,3 
20.4 
6,7 

6.1 
5.3 
4.3 
4,1 


2107-31^- 


2£a?F!  3HT  RO^  .  .  AMP.O^H! 


Snohomish  Co.  Yv'ashington.  -  2  - 


Yi'ater  Supply  and  Sewa;^e  Disposal 


Have 

jjg-vf  installation 

now 

needed 

^ficter  Carried  by  hand 

776 

Hand  piunps  in  dwelling 

87 

2 

Running  vrater,  cold 

1157 

11 

Running  water,  hot 

859 

11 

Unimproved  outdoor  toilets 

1285 

Improved  outdoor  toilets 

120 

1 

Improved  indoor  toile'ts 

659 

"7 

7 

Tuh  or  shower  baths 

850 

19 

Ivitchen  sinks  vd.th  draiij. 

1262 

26 

Iright 

and  Heat 

Have 

New  installation 

now 

needed 

Kerosene  -or  gasoline  lamps 

319  . 

4 

Gas  lights 

3 

Electric,  home  plant 

6- 

Electric,  power  line 

1724 

3 

Fireplaces 

153 

19 

Stc>ves 

1491 

166 

Central  heating  system 

373 

6 

Refrigeration,  Laundry,  and  Coolring  Facilities 

H.ave 

ITew  installation 

,  novr 

needed 

Ice  boxes 

54 

y  ' 

Mechanical  refrigeration 

44 

2 

Washing  machines,  power 

977 

42 

Vfashing- machines,  hand  - 

129 

■"12 

Vv'ood  or  coal  caoking  stoves: 

1954 

159 

Kerosene  or  gasoline  ..stoves' 

23 

Gas  stoves 

8 

Electric  stoves 

235 

1 

Landscap 

ing  of  House 

Have 

Kew  installation 

novr 

needed 

Lawns  established 

1123 

74 

VJ'alks  and  drives 

999 

123 

Fences 

1238 

230 

in  answer  to  the  question:     If  $500  were  available  for  you  to  sp*nd  in  improving  your 
house,  the  following  items  vrere  mentined>  among  others: 


Number  of 
f  arms 

Per  cent  of  total 
farm  houses 

Interior  walls,  ceilin;s. 

floors  892 

43.7 

Exterior  walls 

799  . 

39,1- 

Bathrooms 

730 

35.8 

Additional  rooms 

593 

29.1 

Watur  :;ystem 

:  -  550 

26.9 

Foundationa  . 

52Q 

25.9 

Roofs 

500    ■  ■ 

24,5 

Furrdshingn 

257 

12.6 

Doors,  windcrws,  screens 

235 

11.5 

Porches 

232 

11.4 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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FAKvi  HOUSING  SURVEY 
[L  Civil  Works  Administration  Froject^ 


l/Iaroh  1934 


:             The  Fdrm  Housing  .Survey  is  a  Givil  IVorks  Administration 
•.project,  carried  out  by  the  U, r,— Department  of  i„griculture  and 
:the  i;tat'e"^Ai^ribUlturaT  Eztens-ion'Servic-o-sv  -  The  object  is  to 
cprovide  the  basic  inf onnation  necessary  for  a  prograni  of  isrt- 
:provement  for  farm  homes.    About  300  counties  throughout  the 
; country  are  being 'Covered  by  the  investigators.    ■    ■  -  

Preliminary  Report  for  Acadia  Parish,  Louisiana 
(Subject  to  later  revision) 

Reports  on  3575  farm  r.ouses  surveyed  in  ...oadia  Pax-ishj,  Loxiisianri,  have  been  tabulated. 
There  are  10  earth  Hou;:es,  2735  uripainted  frame  houaes,  808  painted  frame  houses,  and  2  stucco 
or  brick  houses.     The  report  shows  3280  one  story  houses  and  295  houses  having  more  than  one 
story  -vdth  an  average  of  4  rooms  per  house.    Thex-e  were  3228 -farms  in  this  parish  in  1929  and 
the  Farm  population  was"  19,013 .    


Condition  of  Houses 

Of  the  3575  farm,  houses  surveyed,  replacements,  renewals  or  new  installations  and  repairs 
were  needed  as  follows: 


Complete  replacement. 

'"c'nairs  or 

renewal?,  or  new 

-  Iter  --ti  ons 

installation  needed 

needed 

Screens 

1083  . 

V27 

iloof  s 

-948 

1047 

Chimneys 

  ■  371  - 

527 

Doors  and  windows 

695 

1341 

Foiindations 

--778 - 

■     1105  - 

Walls,  exterior 

723 

1218 

Interior  walls  and 

ceiling  607 

555 

Paint,  exterior 

  -       '  -4^-^ 

92 

Floors 

444 

818 

Need  for  Additional  Space 
Space  requirements  were  as  follovrs 

_-.,dditional 


Have 
now 


rooms 
needed 


Per  cent  .of  farm  houses 
in  which  additional 
rooms  are  needed 


Bedrooms 

8432  rooms 

1817  rooms; 

50.8 

Front  or  side  porches 

2142 

629 

■  17.6 

Back  porches 

1330 

474 

13.3 

Living  rooms 

1127 

268 

8.1 

Dining  rooms 

1324 

210 

5.9 

2105-3^ 


Aoadia  Parish,  x^a. 


Water  Supply  and  Sewage  Disposal 


Have 

New  installation 

now 

needed 

Water  carried  by  hand 

3136 

Hand  punips  in  dwelling 

223  , 

3 

Running  water,  cold 

293 

3 

Running  water,  hot 

23 

Unimproved  outdoor  toilets 

2705 

Improved  outdorr  toilets 

167  ,  .  . 

Improved  indoor  toilets. 

85 

1 

Tub  or  shower  baths 

217 

■  5  ■  . 

Kitchen  sinks  with  drain 

181 

4 

:  Li^ 

fht  and  Heat 

now  'installation     houses  in  which  new 
 ;  heeded   .  installations  are  needed 


Kerosene  or  gasolxne  lamps 

3429--  ' 

■  ■'•  ■  -l«o  ■  - 

2.8 

Gas  lights 

.32  -  , 

.5  

.1 

Electric  lights  ■■ 

-  127  . 

-  3  " 

.1 

Fireplaces 

1800   ■ ' 

198 

5,5 

St  ove  3 

1372   .  . 

,..134 

3.7 

Central  heating  plants 

52  - 

Refrigeration,  Laundxy^  and  Coold.ng  Facilities 


Have 

Few  installation 

now 

needed 

Ice  boxes 

.  ;^66' 

 -  6 

Mechanical  refrigeration 

39 

Washing  machines,  pov^-er  ' 

6 

Washing  machines,  hand 

7 

Wood  or  coal  stoves   

■  3304  -.•  

■   387 

Iverosene  or  gasoline  stove 

s  596 

65 

Gas  or  electric  stoves 

20 

1 

Landscaping  cf 

Houses 

Have 

"lew  installation 

now 

needed 

Lawns  established 

591 

2  . 

Vi'alks  and  drives 

237 

,  18 

Fences 

2736 

398 

In  answer  to  the  question:  -If -  $500  were  available  for  you  to  spend  in  improving  your 
home,  the  follo7ring  items  vrere  mentioned,  am.ong  others: 


Bumber  of  ■  Per  cent  of  total 
f arras   far-ni  house,?  


Windovrs,'  doors,  and  screens 

2419 

 67.7  ' 

Exterior  walls 

1362 

52.1 

Interior  walls,  ceilings,  floors 

1762 

49.3 

Roofs 

1726 

4ti,3 

Sanitary  facilities 

1591 

44,5 

Additional  rooms 

1540, 

43,1 

Fo-jJidations 

1351 

37.8 

Porches 

1266 

35.4 

Water  system 

999  " 

27.9 

Furnishings 

983 

27.3 

These  are  all  preliminary  data  subject  to  revision  prior  to  publication  of  the  data. 
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Ciyil  vVorks  Administration  Project^ 


^arch  14/  1934 


:             The  I'arm  Housing  Survey  is  a  Civil  '..'orks  Administration 
:project,  carried  out  by  the  U.S.  Departiaent  of  .  .griculture  and 
:the  State  ..rfricultural  Extension  Services.     The.  object  is  to 
rprovide  the  basic  information  necessary  for  a  proj;i-am  of  im- 
:provement  for  farm  homes.    .Vbout  300    counties  throughout  the 
rcountry  are  being  covered  by  the  investigators,  

Preliminary  Report  for  Benton  County,  Indiana 
(Subject  to  lr,ter  revision) 

Reports  on  1392  farm  houses  surveyed  in  Benton  County,  Indiana,  have  been  tabulated. 
There  are  100  unp;:,inted  frcxie  houses,  1241  paintod  frame  houses,  13  stucco  houses,  24  brick 
houses,  2  stone  houses,  and  5  concrete  houses.     Of  the  1392  houses  s\irveyed  1226  houses  have  . 
mere  than  one  story.    -Ji  average  of  10  rooms  per  house  is  shown.     There  '.rere  1195  farms  in 
this  county  in  1929  and  the  farm  population  was  6225. 

Condition  of  -louses 

Of  the  1392  farm  houses  surveyed,  replacements,  renewals,  or  new  installation  and  repairs 
were  needed  as  follows: 


Paint ,  e5rborior 
Screens 
Foundations 
Interior  walls  anc 
Roofs 

Insulo.tion 

Doors  and  "vrindows 

Floors 


Complete  replacement, 
renewals,  or  nevr 
installation  needed 


r.epairs  or 

alterations 

needed 


564 

331 

150 

146  . 

142 

111 

110 

102 


212 
239 
239 
408 
244 
58 
■  365 
239 


I'leed  for  Additional  ^pace 
Space  z^equirements  were  as  follows: 


Have  Additional 
now  rooms 

•    '  needed 

Batlrroom.G  380  ~T1"5 

St'orage  space  for  fresh 

f raits  n,nd  ^--egetablos  916 
Bedrooms  518G  room; 


i'er  cent  of  farm  houses 
in  v.-hich  additional 
rooms  rrc  needed 


"tVr'sh  rooms  for  farm  I'elp  258 


75 

75  rooms 
64 


8,0 

5.5 
5.4 
4.6 


2II7-3U 


Benton  County,  IndiLinr^i 


-  2  - 


Water  Supply  and  Sewaf^e  Disposal 

Have    Ne'vi  '     '         *      Per  cent  of  farm  houses 
nov:      installation        in  ■which  nevr  installation 

 needed  is  needed  


Vv'ater  carried  hy  hand 

982 

I-Iand  pumps  in  dvrelling 

377 

123 

8,8 

Running  Tv-at;;r,  cold 

415 

65 

4.7 

Runninrf  vmtcr,  hot' 

211 

60 

4.3 

Unimproved  outdoor  toilets 

721 

Improved  outdoor  toilets 

449 

6 

.4 

Improved  indoor  toilets  ,  , 

231 

94 

6.8 

Tub  or  sho-A'er  baths 

374 

121 

8.7 

Kitchen  sinks  vrith  drain 

889 

114 

c  .2 

Lij^ht  and  Heat 

Wp^FZ  A'e-r  installation 
novf  needed  


ICerosene  or  gasoline  Iru^aps 

1096 

1 

Gas  li/fhts 

66 

3 

Electricity,  home  plant 

180 

13 

Electricity,  power  line 

78 

345 

Fireplaces 

34 

Stoves  . 

882 

16 

Central  heatin;<  systems 

578 

65 

Refrigeration,  Laundr^^  and  Cooking  Facilities 


Have   ~ f.a'.v  Per  cent  of  farm  houses 

now       installation      in  vrhich  new  installation 

 nc; e dcd  is  needed  


Ice  Do::e3  258 

25 

1.7 

i.lcchanical  ref rif{eration  33 

73 

5.2 

".Vashin^ff  i-aachines,  power  635 

69 

5.0 

washing"  machines,  ha.nd  423 

21  - 

1.5 

V.'ood  or  coa.l  cooking  rtoves  1335 

37 

2.7 

Kerosene  or  gasoline  stoves  406 

7 

.5 

Gas  stove)::  8 

Landsca-ping  of  Houses 

i^ave 

'i^-'ow  ir.stallcvtlon 

noi7 

need.'d 

Lawns  ostr-.blished  1212 

'  6^ 

Walks  and  drives  1018 

257 

Fences  1118 

3t*4 

In  answer  to  the  ouestion:     If  ^500  '.rere  available  for  v-ou  to  spend  in  improving  your 
house,  the  follovving  items  were  mentioned,  among  others: 


livuaber  of  Per  cent  of  total 
farms  f-,rm  hou.'.cs  


iiathrooms  equipment  ;'. 

277 

19.9 

Vv'ater  systems 

23B 

17,1 

Furnishings 

195 

14.0 

Interior  walls,  ceilings,  floors 

188 

13.5 

Extei'ior  vralls 

181 

13.0 

Electricity,  home  plant 

72 

5.2 

Electricity,  pov/er  line 

180 

12.9 

Heating  systems 

155 

11.1 

These  are  all  prclirainr.ry  datr,,  suojcct  to  revision  before  the  data  are  published. 
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F.IK^  ROUSIliG  SURVSY 
(a  Civil  Wcrks  .Idmini  strati  on  Project^ 


Ivlarch  14,  1934 


The  Farm  ^ousinj^  Surrey  is  a  CiTil  '.  orks  Administration; 
:project,  carried  out  \,y  the  U.S.  Department  of  Agriculture  and: 
;the  itate  A£'rioultur.al  Extension  Services,    The  rbject  is  to 
;provide  the  basic  information  necessary  for  a  pro.c-ram  of  im- 
iprovement  for  farm  homes,    Ab.out  300  counties  tiiroughout  the 
'  oo^^try  are  beiny;  cove  red  by  the  investigators,  

Prslimin?.ry  Report  for  Cuming  County,  Nebraska 
(Siibject  to  later  revision) 

Reports  on  1770  farm  iiouses  in  Cumltg  County,  Nebraska,  have  been  tabiilated,  of  "iThich  one 
house  -was  earth,  1719  painted  frame,  11  uapainted  frame,  24  stucco,  21  brick,  1  stone,  and  1- 
concrete  house.     There  are  129  one  story  Iicuses  r.nd  1641  houses  which  have  more  than  one  story. 
An  ?,vera:_'e  of  7  rooms  is  shown.    There  were  1943  farms  in  this  county  in  1929  and  the  farm 
population  was  9562,     Some  of  the  ciost  significant  facts  shov/n  by  the  preliminary  report  are  as 
follows: 

Condition  of  Houses 

Of  the  1770'  farm  houses  surveyed,  replacements,  renewals,  or  new  installations  and 
repairs  were  needed  as  follows: 


Ccm.plete  replacement, 
renevrals,  or  new 
installation  needed 


Kepairs  or 

alterations 

needed 


Paint,  ejrberior 
Screens 
Foundations 
Roofs 

Interior  -yyalls  and  ceilings 


683 
219 
147 
142 
104 


255 
468 
549 
446 
583 


Complete  replacement  of  56  farm  houses  was  desired  by  the  occupants. 


Need  for  Additional  Spaoe 
apace  requirements  were  as  follows; 


Have 
now 


Bathrooms  ' 
Bedrooms 
Basements 
Dining  rooms 


Additional  Per  cent  of  farm  houses 
rooms  in  which  additional 

needed  rooms  are  needed 


499 
6380  rf>oms 
1142 
1334 


345 

106  rooms 
66 
36 


19.5 

3,7 
2.0 


Water  Supply  and  Sewage  Disposal 


Have 
now 


Water  carried  by  h?li3  856 

Hand  pump  in  dwelling  362 

Running  vrater,  cold  547 

Running  water,  hot  284 
Unimproved  outdoor  toiletsl479 

Improved  outdoor  toilets  17 

linprcved  indoor  toilets  348 

Tub  or  shower  batHs  502 

Kitchen  sinks  with  drain  1078 


New 

installation 
needed 


Per  cent  of  farm  houses 
in  which  new  installation 
is  needed 


35 
206 
205 

9 

480 
527 
217 


2,0 

11.6 
11.6 

.5 

27.1 
29.8 
12,3 


Cuming  County^  Nebraska  -  2  - 


Light  and  Keat 


Have 

rei 

'  cent  of  farm  houses 

now 

installation 

in 

v/hich  ne"vr  installation 

neef^.ed 

is 

needed 

Kerosene  or  gasoline  lamps 

1215 

3 

.2 

Jo 

•  J- 

ffilectricity,  home  plant 

434 

96 

5.4 

Electricity,  po'wer  line 

114 

112 

6.3 

Fire  places 

2 

Stoves 

1122 

3 

.2 

Central  heating  systems 

726 

117 

6.6 

Ref  rigerat  j.on. 

Laxmdry, 

and  Coold-ng 

Facili 

.ties 

Have 

j''e-.7  installation 

now 

needed 

Ice  licxes 

155 

42 

r.echanical  refrigeration 

29 

8 

Washing  inachines,  poivcr 

1382 

80 

Vv'ashing  maohiEies,  hand 

281 

10 

Wood  Ox"  co.?-l  cooking  stoves 

1749 

22 

Kerosene  or  gasoline  stoves 

457 

44 

Gas  stoves 

22 

^    1  ■ 

Electric  stoves 

8 

Landscaping  of 

House 

■  ilr.ve 

i\'e-vr  i  n  s  t  al  1  at  i  o  n 

now 

needed 

Lavms  ustahlished 

1046 

267 

Vvalks  and  drives 

1163 

204  ■ 

Fences 

1277 

■ 

In  o.n3vrer  to  the  question:     If  $500  were  available  J'or  ^'ou  to  spend  in  improving  your 
home,  the  follo'/ring  items  were  mentioned,  •  nrnong  others: 


Number  of  Per  cent  of  total 
f arms  farm  houses,  


Bathroom  eqiiipment 

484 

27,3 

Vfater  systems 

468 

26.4 

Interior.  Y.-alls,  ceilings,  floors 

419 

23.7 

Exterior  vrp.lls 

410 

23.2 

Additional  rooms 

339 

19.2 

Foundations 

231 

13.1 

Doors,  windcvre^  sci*ecns 

226.  .... 

12.3 

Roofs 

217 

12.3 

Sanitai"y,  facilities 

197 

11.1 

Electricity 

148 

8.4 

Porches 

140 

7.9 

Heating  systems 

124 

■7.0 

These  o.re  all  preliminary  data,  subject  to  change  prior  to  publication  of  the  d.ata. 


INFORMATION  FOR  THE  PRESS 


U.  8.  DEPARTMENT  OF  AGR 

OJPRIOB  OjP  INRORMAT 
PRESS  SERVICE 


Release  —  Immediate 


WASHINGTON.  D.  C 

F^v.  :;-iO(.J-ING  SUR  'Ei 
(a  Ciyil  Works.  Administration  Project:) 


March  15,  1934 


:            Ihe  Farru  Roasing  Survey  is  r.  Civil  V,'orks  Adniinistratioh 
;project,  cairricd  out  by  the  U.o,  Lepartment '  oJf    .griculture  :.nd 
:the  State  i.[(ricultural  jbxtencion  Cervices.    The  object  is  to 
:provide  the  basic  information  necessary  for  a  program  of  inv-  ■ 
ipi-^vement"  for  fam  homes.    About  300  counties  throuj^hout  the 
; country  are  bein,;  covered  by  itiie  investigators.  

Prelirainary  Rep ort  for  Beauregard  P arish,  Louisiana 
^SuTiject  to  later  revisTon)  ' 

Reports  on  1371  farm  houses  surveyed  in  Beaiiregard  i-'arish,  Louisiana,  have  been  tabulated. 
The  survey  shows  117  log  houses-,  &39  unpainted  fr:;me  houses,  411  painted  frame  houses,  2  stucco 
houses,  and  2  brick  houses.     Of  the  houses  surveyed,  1296  are  one  story  and  an  average  of  4  rooms 
per  house  are  shovra.    There  were  1374  farms  in  this  parish  in  1929  and  the  farm  population  was 
7056. 

" Condition  of  "  Hou.7.es 

Of  the  1371  houses  surveyed,  replacements,  renewals,  or  new  installations  and  repairs  were 
needed  as  follows: 


Complete  replacement, 
renewals,  or  new 
installation  needed 


Repairs  or 
alterations 
needed 


Doors  and  windows 

631 

360 

Roofs 

524 

267 

Foundations 

449 

328 

Floors 

408 

446 

Chimneys 

406     — ■ 

215 

Interior  walls  and  ceilings 

376 

370 

Walls,  exterior 

327 

460 

Need  for  Additional  Space 
Space  requirements  were  as  foITows; 


Have                   -Ldditional     '  Per  cent  of  farm  houses 
now                     rooms  in  which  additional 
 n'jeded  rooms  Cre  needed 


Storage  Space  for 

fresh  fruits 

and  vegetables 

454 

673 

49.1 

Bathrooms 

115 

667 

48.7 

Dining,  rooms 

659 

388 

28.3    .  .  • 

Work  rooms 

91 

357 

-  26.0 

Living  rocOTs 

606 

336 

24.5 

Bedroans 

3126  rooms 

630  rooms 

46.0 

3126-34 


Beauregard  Parish,  Louisiana.  -  2  - 

Water  Supply  ?.nd  Sewage  Disposal 


Have  ivew  installation 
now  needed 


Water  carried  by  hand 

12i/5 

Hand  purup  in  dwelling 

21 

3 

Running  vro.ter,  cold 

76 

1 

Running  water,  hot 

31 

UnimproA'-ed  outdoor  toilets 

836 

Improved  outdoor  toilets 

175 

4 

Improved  indoor .toilets 

.  35 

3 

Heat  and  Light 

Have      Mew      '  Per  cent  of  farm  houses 

now       installation    in  which  new  installations 
needed   are  needed 


Kerosene  or  gasoline  lamps 

1289 

151  11.0 

■Gas  lights 

27 

Electricity 

.  1A 

2  .1 

Fireplaces 

900 

144  10.5 

Stoves 

360 

39  2.8 

Central  heating  systems 

5 

1  .1 

Refrigeration,  Laundry,  and  Cooking  Facilities 

■  Have 

New  installation 

now 

needed 

Ice  "boxes 

206 

8 

Mechanical  refrigeration 

34 

Vi'aEhing  machines,  power 

5 

V^ashing  machines,  harfd 

24 

•  2 

Coal  or  wood  cooking  stoves 

1349 

277 

Kerosene  or  gasoline  stoves 

99 

6 

Gas  or  electric  stoves 

14 

1 

Landscaping  of 

House  ... 

Have 

New  installation 

now 

needed 

Lawns  established 

2^4 

9 

V'alks  and  drives 

155 

15 

Fences 

1039 

209 

In  answer  to  the  question:     If  05OO  were  available  for  you  to  spend  in  improving  yoixr 
house,  the  following  items  were  mentioned,  among  others: 


Nvmbe'r  of  farm  Per  cent  of  total 
houses  farm  houses 


Doors,  v-dndows,  screens 

960 

70.0 

Interior.. walls,-  ceilings,  floors  

■  790 

.   -  57.6 

Exterior,  walls 

677 

49.4 

Roof  G      '  •  . 

655 

47.8  ■ 

Porches    " '  ' 

634 

46,2 

Additiona'l  rooms 

623 

45.4 

Chimneys  • 

592 

43.2 

If'oundations 

571 

41.6 

Water  systems 

484 

35.3 

Furnishings 

464 

33.8 

Bathroom  equipment 

422 

30.8 

Sanitary  facilities 

343 

25.0 

These  are  all  preliminary  data,  subject  to  revision    before  the  data  are  published. 


Release  -  Immediate 


(a  civil  '.Torks  Administration  Project) 


Mar  eh  1'^  1934 


The'Karm  Housing  Surrey  is  a  CiTii  Yvorks  AdinihTstra'tion 
tproject,  carried  out  by  the  U.Z,  Department  of  Agriculture  and 
ith-e  State  Agrioultura-l-  extension  cervices.    The  ohjcct  is  to 
:provide  the  basic  information  necessary  for  a  urogram  of  im- 
iprovement  for  farm  homes.     .'-bout  300  ocanties  throughout  the 
^country  are -being -covered  by  the  investigators.  


Preliminary  Report  for  Cleveland  County,  North  Carolina 
■   :    -A    .  ■.      {Subject  to  later  revision) 

Reports  on  2871  farm  houses  in  Cleveland  Cconty,  North  Carolina,  have  been  tabulated. 
There  are  78  log  houses,'  1899  unpainted  frcmc  houses,  843  painted  frame  houses,  ;3  stucco  houses, 
40  brick  houses,  2  stone .houses,  and  6  concrete  houses.     The  survey  shows  2399  one  story  houses 
and  472  houses  which  have 'more  than  one  story,    -Ji;  average  of  5  rooms  per  house  is  sho-wn.  There 
were  5181  farm  houses  in  this  county  in  1929  and  the  farm  population  "•ras  30,030,     Some  of  the 
most  significant  f aot-s--shOvm  by  the  preliminary  report  are  as  follows: 

■  ■    ■ -'  ...     Condition-Of  Houses 


Of  the  2871  houses  surveyed, 
vrere  needed  as  f  ollo"'.rs 


■ciplaotmcnts,  renewals,  or  nev,-  installations  and  repairs 


PaiAt,  exterior  "  '  ' 
Screens 

Interior  vralls  and  ceilings 

Robf  s    •  -       

Do-ors  and  T.d.ndows  ^  . 

Floors 

Foundations 


Complete  rcplacemeivET  .  Kepairs  or 
renewals,  or  new  alterations 
installation  needed'  needed 


2177 
1635 
531 
404 
357 
339 
241 


.       Need  for  .'.dditlonal  Space 
Space  requirements,  v.-ore  as  follows; 


Have 
now 


.idditiontll 
rooms 


Per  cdnt  of  farm  houses 
in  which  additional 


Eedrooms  ' 

B274 

rooms    1170  rooms 

40,8 

Living  rocJms 

1261 

1091 

38.0 

Dining  rooms 

1524 

975 

34.0 

Storage  5;pace  for  fresh 

fruits  a:ld  vegetables 

1273 

937 

32.6 

Yiork  rooms   

314 

711 

24.8 

Back  porches. 

,2067 

708 

24.7 

2137-3^ 


.'.r.ter  Supply  rnd  Jovfagc  lisposr.1 

T  .:.r  cent  of  farm  houses 
in  which  nevr  installation 
is  nucdqd  


vVatcr  carried  by  hand 

2356 

Hand  pump  in  d-rt'cllinff 

164 

447 

15.6 

Runninrf  vatcr,  oold 

155 

754 

26.3 

Runnin.fJ  \T0.tcr,  hot 

71 

127 

4.4 

Unimproved  outdoor  toilets 

1599 

Lmprovcd  outdoor  toilets 

■357 

2303 

80.2 

Improved  indoor  toilets 

63 

36 

3.0 

Tub  or  sho-./cr  baths 

98 

430 

15.0 

Kitchei.  Gihkrr  vv-lth  drrliii 

"  233  ' 

•2472 

86.1 

L-ight  and  Heat 


Have  New'' 
now  installation 
needed 


;r  cent  of  fa,rm  houses 


novr 

installa,tion 

in  vrhich  new  insta! 

needed 

is  needed 

Kerosene  or  gasoline. lamps 

2395 

171 

6.0 

Gas  lights 

.  24 

Electricity,  home  pla,nt 

31 

14 

.5 

Electrioityy  •j'Ovrcr  line 

400 

938 

32.7 

Fireplaces 

2702 

60. 

2.1 

Stoves 

270 

I4t 

.5 

Central  heating  systems 

43 

17 

.6 

Refri;teration, 

Laundry ,  and 

Cooking  Facilities 

Have 
now 


;oew  _ 

installation 


Per  cent  of  farm  houses 
in  which  nevr  installation 


needed 

is  needed 

Ice  boxes 

702 

llTvl 

40.3 

Mechanical  refrigeration 

41 

72 

2.5 

Vfashing  machine  is ,  power 

■    "   '  106 

3.7 

Wa.shing  machines,  hand  ■ 

33 

35 

1,2 

Vv'ood  or  coal  cookir.Lf  stoves 

2788  ■ 

389 

13.5 

Kerosene  or  gasdlihe  stoves 

68  ■  ' 

■  12  ■ 

.  .4 

Electric  stoves 

15 

11 

.4 

In  answer  to  the  question:     If  $500  were  availa,blc  for  you  to  spend  in  improving  your  house, 
the  follovo.ng  items  were  mentioned,  among  others: 


■fumber  of 
farms 


Sanitaj^y  facilities  2062 
Interior  wi^.lls,  ct;ilings,  floors  .1650 

Doors,  windows,  screens  1530 

Exterior  walls     ■,  1444' 

Porches  •,  970 

Additional  r.ooras  .  .  963 
Roofs        _ 950 

T^'ater  systems  912 

Furnishings  ^20 

Found?.tions  547 


Pc r  cent  of  total 
farm  hoiises  

57.5 
53,3 
50,3 
33.3 
35,5 
^33.1  ■ 
31.8 
21.6 
■^3^  19.1 


These  are  all  prciiminary  data,  subject  tn  revision  before  the  data  arc  published. 


INFORMATION  FOR  THE  PRESS 


U.  8.  DEPARTMENT  OF  AGRICULTURE 

ORRICB  OR  INFORMATION 
PRESS  SERVICE 


Release  -  Immediate 


WASHINGTON,  D,  C 

fawl  housing  survey 

(a  Civil  Vorks  Adniinistration  Project' 


March  17,  1934 


:             The  Farm  Housing  Survey  is  a  Giril  Works " Administration 
rproject,  carried  out  hy  the  U.S.  Department  of  ^'i.griculture  and 
:the  State  Agricultural  Extension  Ser-v-iceS,    The  object  is  to 
:provide  the  basic  information  necessary  for  a  program  of  im- 
:proTement  for  farm  homes.    About  300  counties  throughout  the 
;6ountry  are  being  covered  by  the  investigators.  


Preliminary  Report  for  Otoe  County,  Nebraska 
(Subject  to  Later  Revision) 

Reports  on  2093  fairn  houses  surveyed  in  "'toe  County,  Nebraska,  have  been  tabulated.  The 
survey  sho-A-s  344  one  story  houses  and  1749  houses  -which  haVe  more  than  one  story.    There  is  an 
average  of  7  rooms  per  house.      There  were  2260  farm  houses  in.  this  county  in  1929  and  the  farm 
population  was  9617,     Some  of  the  most  significant  facts  shovm  by  the  preliminary  report  are  as 
follows : 

Condition  of  Houses 


paint,  exterior 
Screens 

Interior  vails,  ceilings 
Roofs 

Foundations 
Floors 


'Complete  replacement, 
renevrals,  or  new 
inrv':rdlation  needed 
755 


"Kepai^ 


^s  or 
alterations 
needed 


178 
l27 
126 
115 

101 


302 
299 
324 
287 
277 
165 


In  118  of  the  houses  surveyed  complete  replacement  was  desired  by  the  occupants. 


I'eed  for  Additional  Space 
Space  requirements  were  as  follows; 


KaYe  J.dditional 
now  rooms 
needed 


Per  cent  of  farm  houses 
in  which  additional 
rooms  are  needed 


Bedrooms 

6(X)3  rooms 

213  rooms 

3.0 

Bathrooms 

490 

102 

4.9 

Washrooms  for  farm  help 

234 

59 

2.8 

Storage  space  for  fresh 

fruits  and  vegetables 

1560 

59 

2.U 

Dining  rooms 

1581 

57 

2.7 

211I7-.3U 


Otoe  County,  Nebraska. 


Tvater  Supply  and  Sev-'age  Disposal 


L{aTo      iJew  Per  cent  of  farm  houses 

now       installation    in  ■vhioh  new  installation 


needed              in  needed 

Vfater  carried  by  hand 

1378 

Hand  pump  in  dwelling 

405 

9 

.4 

Running  water,  cold 

254 

627 

30,0 

Running  water,  hot 

312 

175 

8.4 

Unimproved  outdoor  toilets 

1802 

- 

— 

Improved  outdoor  toilets 

13 

28 

1.3 

li'aproved  indoor  toilets 

340 

462 

20.1 

Tub  or  shower  baths 

465 

509 

24. 3 

Kitchen  sinlcs  vrith  drain 

937 

425 

20. 3 

,    ,    ,.                Light  and 

Heat 

Have- 

New  installation  , 

...now  .■, 

needed  „ 

Kerosene  or  gasoline  lomps 

1543 

16 

Gas  lights 

40 

1 

Electricity, homei  p 1 " nt 

289 

112 

Electricity,  power  line 

250 

184 

Fireplaces 

18 

2 

Stoves 

1410 

7 

Central  heating  systems 

716 

162 

Refrigeration,  Laundry, 

and  Cooking  Facilities 

Have 

New  installation 

now 

needed 

Iceboxes 

-522 

25 

Mechanics,!  refrigeration 

97 

9 

Washing  ms.chines,  power 

1320 

85 

Vvashing  machines,  hand 

552 

22 

Vi'ood  or  coal  cooking  stoves 

2039 

36 

Kerosene  or  gasoline  stoves 

774 

23 

Gas  stoves 

22 

2 

Electric  stoves 

16 

7 

Landscaping 

of  H' 

ouse 

Have 

Nevr  installation 

now 

needed 

Lawns  established 

1420 

232 

Vv'alks  and  drives 

.  1356 

274 

Fences 

1373 

271 

In  answer  to  the  question:    If  $500  were  availablO  for  you  to  spend  in  improving  your 
house,  .the  f  ollovdng  items  '.vere  mentioned,  omong  ethers-.: 


Number  of 

Per  cent  of  total 

farms 

fami  houses 

Water  system 

569 

27,2 

Sanitary  facilities 

489 

23,4 

Interior  walls,  ceilings. 

floors  461 

22.0 

Bathi-oom  equipmont 

453 

21.6 

Exterior  v^alls 

365 

17.4 

Electricity 

331 

15.8 

Additional  rooms 

295 

14.1 

Furnishings 

220 

10.5 

Roofs 

216 

10.3 

Doors,  v/indows.  Screens 

205 

9.8 

Porches 

199 

9.5 

Heating  systems 

188 

9.0 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 


INFORMATION  FOR  THE  PRESS 


U.  S.  DEPARTMENT  OF  AGRICULTURE 

ORRICE  OP  INFORMATION 
PRESS  SERVICE 


Release  -  Immediate 


WASHINGTON.  D.  C 


FJMi  n''JirSJ.i:G  SURVEY 
A  Ciril  V.-orks  AdTiinistration  Project, 


March  17,  1934 


:             The  Farm  Housing  Survey  la  a  Civil  Works  Administration 
iproject^  carried  out  by  the  U.S.  Department  of  Agriculture  and 
:the  State  Agricultural  Extension  .Vervicps.     The  object  is  to 
: provide  the  br,sic  information  necessary  for  a  prograin  of  im- 
:provement  for  farm  homes.    About  300  co'onties  throughout  the 
: country  n,re  being  covered  by  the  investigators.  


Frelirainaxy  Report  for  Duplin  Coiinty,  North  Carolina 
{Subject  to  later  revision) 

Reports  on  2311  farm  houses  surveyed  in  Duplin  County,  North  Carolina,  have  been  tabulated. 
There  are  22  log  houses,  1500  unpainted  frame  houses,  685  painted  frame  houses,  3  brick  houses, 
and  on;j  concrete  house.    The  survey  show;  2041  one  story  houses  and  270  houses  which  have  more 
than  one  story,    _in  average  of  5  rooms  per  house  is  shown.    There  vrere  4970  farm  houses  in  this 
county  in  1929  and  the  farm,  population  was  26,210.     Some  of  the  most  significant  facts  shown  by 
the  preliminary  totals  arc  as  follov^-s: 


Condition  of  Hoiises 


Of  the  2311  farm  houses  sum'-cyed,  replacements,  renewals,  or  new  installations  and  repairs 
were  needed  as  follows: 


Complete  reislacement, 
renewals,  or  new 
installation  needed 


Repairs  or 
alterations 

needed 


screens 

Paint,  erterior 
Interior  walls,  ceilings 
HooTs 

Fo'ondations 

Floors 

Chimneys 

".■alls,  exterior  


1669 
1642 
3b8 
101 
98 
91 
75 
51 


-teed  for  Additionr.,1  Space 
Space  rcq^iiremcnts  r/cve  as  follows; 


tiavc 
now 


Additional 
room.s 


Per  cent  of  farai  houses 
in  which  additional 


needed 

rooms  are  needed 

Living  rooms 

901 

531 

23.0 

Bedro-.X'is 

S566 

rooms       505  rooins 

18.6 

Back  1  orchcjis 

1273 

*T46 

10,3 

Dining  rootniS 

917 

358 

15,5 

Vork  rooms 

233 

262 

11,3 

Front  porches 

1944 

259 

11.2 

Duplin  Cc\inty,  yorth  Carolina 


-  2  - 


■  lisi^  Supply  and  v,c':agc  Disposal 


Have 

Fern 

Per  cent  of  farm  houses 

nov.* 

installation 

in  v^hich  nev;  installation 

needed 

is  needed 

Vv'ater  carried  by  hand 

165''^' 

Hand  pump  in  d-"-ollinf' 

660 

832 

36.0 

tlunning*  -vrnter,  cold 

26 

71 

3.1 

Running*  vratcr,  hot 

10 

27 

1.2 

unimprovod  outdoor  toilets 

1473 

Improved  oatdoor  tcilets 

134 

1987 

86.0 

improved  indoor  toilets 

39 

36 

1.6 

Tub  or  slio"..'cr  baths 

26 

92 

4.0 

Kitchen  sinks  7rit'^  drain 

If."  5 

1010 

43.7 

i  I 

li^ht  and  Heat 

I-Iavc 

v'eiv 

For  cent  of  farm  houses 

now 

installation 

ir.  irhich  nevr  installation 

needed 

is  needed 

Kerosene  or  gasoline  iDjnps 

2191 

141 

5.1 

Gas  lights 

35 

3 

]_ 

Electricity, hoiae  plant 

20 

43 

1.9 

iiiloctricity ,po"."..r  line 

68 

324 

14.0 

Fireplaces 

2052 

44 

19.0 

OVC 5 

374 

31 

1.3 

Central  Heating  systems 

3 

3 

1 

•  -'. 

2c f r i r at i 0 n J  Laundry,  and  Cookinj--t  Facilities 


iJavc 

?'cw  installation 

now 

needed 

Ico  boxes 

14Z 

115 

Jvleohaii ical  r e f r i^Jcrat  i on 

10 

13 

Washing  m?,chincs,  poorer 

4 

7 

'iTashing  machines,  hand 

26 

224 

Vfood  or  coal  cooking?  stoves 

2122 

323 

Kerosene  or  f^asoline  stoves 

152 

6 

Landscaping  of  i'louse 


liave  i-e-y'V  installation 

 now  nee  red  

La-vms  established  42  272 

Walks  and  drives  155  290 

Fences   100  387 


In  annvrer  to  the  question;     If  $500  v-ere  available  for  you  to  spend  in  improving  your 
hcma,  the  lol-lcr/ring  items  7;-ere  mentioned,  sxnong,  others: 


Jromber  of 
farms 

Per  cent  of  total 
farm  houses 

Itnterior  vails,  ceilings. 

floors  1661 

71.9 

Doors,  Vvdndo-.TS,  screens 

1451 

62.8 

Lxterioa-  walls 

1276 

55.2 

Roofs 

1032 

44.7 

Foundations 

871 

37.7 

Porche  s 

834 

36.1 

Sanitarj^  facilities 

790 

34.2 

Additional  reams 

5<^9 

25.9 

V»'at  c  r  s  y  s  t  em  s 

592 

25.6 

Chimneys 

•;81 

20.8 

Furnishings 

407 

17. G 

These  oxc  all  pi-eliiTiinary  data,  subject  to  revision  before  the  data  arc  public;hed. 


INFORMATION  FOR  THE  PRESS 


U.  S.  DEPARTMENT  OF  AGRICULTURI 

OF^RICB  OR  INRORMATION 
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:            The  Faxm  Housing  .'SuiTrey  is  a  Civil  .  Works  Administration 
:project,  carried  out  by  the  l/.S.  Department  of  Agricultvire  and 
:the  State  Agricultural  Extension  Services.    The  object  is  to 
:prGvide -the- basic. .dnfonnation.jaecessary  for  a  program  of  in>- 
:provcment  for'  farm  homes.    About  300  counties  throughout  the 
: country  are  being  .cover ed;.l3y.. the  investigators.  

jlrkansas 


Preliminary  Report  for  Arkansas  County , 
(Subject  to  later  revision) 


'?ENT  OF 


Reports  on  2531  farm  houses  surveyed  in  iurkansas  County,  .;Vrkansas,  have  novj-  been  tabulated. 
There  are  118  log  houses,  1583  unpainted  frame  houses,  927  painted  frame  houses,  2  stucco  houses, 
and  1  brick  house.     The-  survey  shows.  1970  one  story  houses  and  56!^  houses  which  have  more  than 
one  story.    The  average  size  is  4  rooms  per  house.    There  were  21,  .1  farms  in  this  county  in  1929 
and  the  farm  population  vras  12,973.  .  Some  of  the  most  significant  facts  sho'/m  by  the  preliminary 
reports  are  as  follows: 

....   , . ,    . ,  Condition  of  Houses 

Of  the  2531  farm  houses  surveyed,  replacements,  renewals,  or  new  installations  and  repairs 
were  needed  as  follows: 


CompjLete  replacement, 
renewals,  or  new 
installation  needed 

Repairs  or 

alterations 

needed 

Painty  .ezterio.r.-' 

1426 

266 

Interior  walls  and  ceilings 

795 

597 

Foundations 

552 

409 

Rnofs 

539 

583 

Chimneys        '  ' 

582 

225 

Vi'indows  and  doors 

494 

651 

Walls,  exterior 

383 

•:.  ■  ■  518 

Floors 

350 

393 

Need  for  Additiorial  Space 
Space  requirements  were  as  follows: 


Have 
now 


Additional 
rooms 


Per  cent  of  fa.nn  houses 
in  which  additi-inal 


needed  rooms 

are  needed 

feedrnoms 

6049 

rooms      337  xooms. 

10.5 

Storage  space  for  fresh 

fruits  and  vegetables 

380 

190 

7.2 

Back  pnrches 

1257 

177 

6.7 

Living  rooms 

1254 

146 

5.5 

Front  er  side  porches 

1977 

123 

4,7 

Vv^ash  rooms  frr  help 

56 

101 

3.8 

2156-3^ 


ilrkansas  County,  Arkansas.  -  2  - 


Water  Supply  and  Sewage  Disposal 


Ha-'  J 

New  installation 

needed 

Water  cari'ied  by  hand 

2492 

Hand  pump  in  dv/ellin^ 

30 

66 

Running  water^  cold 

171 

57 

Running  v/ater,  hot 

62 

51 

Unimproved  outdoor  toilets 

1948 

Improved  indoor  toilets 

"  02 

■30 

Improved  outdoor  toilets 

107 

979 

Tub  or  shower  baths 

129 

132 

Kitchen  sinks  vrith  drain 

196 

78 

Light 

and  Heat 

Have 

New  installation. 

now 

needed 

2429 

4 

Gas  lights 

25 

2  . 

Electricity,  home  plant 

80 

-.J  .  . 

Electricity,  power  line. 

149 

75 

Fireplaces 

234 

64 

St  eve  s 

2437 

98  ,    '  - -  . ; 

Central  heating  system 

.  Z6_ 

Refrigeration,  Laundry,  and 

Cooking  Facilities  ... 

Have 

New  installation 

now 

needed 

Ice  boxes 

611 

'  30 

Mechanical  refrigeratioji 

59 

38 

V\ ashing  machines,  po-wor 

295 

72         .  . 

.  Washing  machines,  hand 

105 

20 

Wood  or  coal  cooking  stoves 

2494 

 84 

Kerosene  or  gasoline-  i^tovts 

474 

13 

Gas  stoves 

12 

Electric  stoves 

10 

12 

Landscaping  o-^  House 

Have 

New  installation 

now 

needed 

La^ms  established 

1256 

«  516 

Walks  and  drives 

296 

943 

Fences 

IB22' 

■  648 

In  ansTrver  to  the  question:     If  $500  were  available  for  you  to  spend  in  improving  yo\rr 
home,  the  following  items  were  mentioned,  rsriong  others: 


Number 
farms 

of 

Per  cent  of  total 
fara  houses 

Interior  v^alls,  ceilings. 

floors. 

25.5 

Doors,  -vjlndows,  screens 

617 

23.5 

Exterior  walls 

583 

22.2 

Roofs                         . , 

550 

■20.9 

Porches 

546 

20.8 

Foundations 

471 

a7.9 

Additional  rooms 

387 

■14.7 

Water  systems 

359 

13.6 

Bathroom  eq'iipment 

300 

11,4 

Chimneys 

270 

10.3 

Furnishings 

252 

9.6 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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WASHINGTON,  D.  C. 


{a  Civil  Vforks  Administration  Project 


March  21,_^1934 


:             The  Farm  Housing  Survey  is  a  Civil  V.'orks  Administratio 
:project,  carried  out  by  the  U.S.  Department  of  Agriculture  and^ 
:the  State  ^agricultural  Extension  Services,     The  object  is  to 
: provide  the  basic  information  necessary  for  a  program  of  im- 
:provement  for  farm  homes.    About  300  coimties  throughout  the 
; country  are  being  covered  by  the  investigators.  

Preliminary  -leport  for  Fleming  County,  Ky, 
(Subject  to  later  revision) 

Reports  on  1907  farm  houses  in  Fleming  County,  Kentucky  have  been  tabulated.    There  were 
251  log  houses,  380  unpainted  frame  houses,  1217  painted  frame  houses,  and  49  brick.    There  were 
2642  farms  in  the  county  reported  in  1929  and  the  farm  population  was  9329.     Some  of  the  most 
significant  facts  shovm  by  the  preliminary  totals  are  as  follows: 

Condition  of  Houses 


Of  the  1907  houses  surveyed,  new  installations,  replacements,  and  repairs  or  alterations 
were  needed  as  follows: 


Complete  replacement 
or  reneYfal 

Repairs 

Paint,  exterior 

493 

380 

Screens 

384 

352 

Roofs 

207 

387 

Insulation 

259 

255 

Interior  walls  and  ceilings 

121 

355 

Floors 

117 

301 

Doors  and  windows 

111 

442 

Chimneys 

103 

186 

jMeed  for  Additional  Space 
Space  requirements  were  as  follows: 


Have      Kew  Per  cent  of  houses 

now        installation    in  which  additional 
needed  rooms  are  needed 


Storage  space  for  fresh  . 

fruits  and  vegetables  867 
Back  porches  1225 
Front  or  side  porches  1461 
Vv'ork  rooms  374 
Dining  rooms  1480 


450 
224 
205 
175 
70 


Bed  rooms 


5018  room.s      183  r'^oms 


23.6 
11.7 
10,7 
9.2 
3.7 
7.1 


2170-35+ 


Fleming  County,  ICy, 


".'.'at or  Supp ly  and  Sev^a^e  disposal 


"iLavo 

Per  cent  of  houses 

noT.' 

installation 

in  which  new 

needed 

installation  is  needed 

Tvater  carried  by  lis.nd 

- 

Hand  purnp  in  d.velling 

101 

83 

4,5 

Running  water  cold 

59 

6 

•  -1 

Unimproved  toilets 

1656 

Improved  toilets,  outdoor 

20 

547 

28.7 

Improved  toilets,  indoor 

30 

7 

.4 

Tub  or  sho-ver  br.th 

47 

14 

.7 

Kitchen  sink  ^dth  drain 

139 

83 

4.4 

Light 

and  Heat 

I'ave 

jMcw  inst 

allAtion 

now 

needed 

^   _   

Gas  lights 

Electricity,  home  plant 
Electricity,  power  line 
Fireplaces 
GtoA/es 

Central  her.ting  systems 


19 
78 
34 
985 
1324 
151 


37 
2 
4 
5 
4 

48 


Re f ri gc r at i on ^.  Laundry,^  and  Cooking  Facilities 


Ice  hozes 

Ivleclianical  refrigeration 
V(ashi;\g  machin.:-s,  p«wer 
Vfeshing  mg,chines,  h<?.nd  


Have  ;-ev/-  installation 
now  needed 


492 
5 
99 
1737 


59 

5 
9 


Landscaping  "f  Hnusc 


La^ms  established 
Vi'alks  and  drives 
Fences 


Have  >yt,w  installation 

now  needed 


1569 
747 
1397 


183 
511 
521 


In  answer  t^  the  question:     If  $500  were  available  for  you  to  spend  in  improving  y(»ur 
house,  thp  following  items  were  mentioned,  among  others: 


Number  of 
f  arras 

For 
fan. 

cent  of  t«tal 
.  hoases 

Additional  rooms 

102 

5.3 

Exterior  walls 

78 

4.1 

Porches 

72 

3.8 

Water  systems 

68 

3.6 

Electricity 

50 

3.1 

Interior  walls,  ceilings. 

floors  58 

3.0 

Doors,  7findow3,  screens 

53 

2.8 

Roofs 

47 

2.5 

Sanitary  facilities 

40 

2.1 

Bathroom  equipment 

40 

2.1 

These  are  all  preliminary  data,  subject  to  revision  bofcre  the  data  are  published. 
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Fm&  HOUSIi.G  SURA'^EY 
(A  Civil  IVcrks  Administration  Project^ 


i\-iarch  21,  1934 


The  Fam  Housing'  Survey  is  a  Civil  V.'orks  Administration 


rprovement  fer  farm  homes.  About  300  counties  throughout  the 
•.country  are  being  covered  "by  the  investigators. 


Preliminary  Keport  for  Faulker  County, 
(Subject  to  later  revision) 


Arkansas 


Reports  on  3370  farm  houses  in  Faulkner  County,  Arkansas,  have  now  been  tabulated.  There 
are  153  log  houses,  2211  ur.painted  frame  houses,  979  painted  fra-ne  houses,  5  stucco  houses,  7  brick 
houses,  14  stone  hous'es,  and  1  concrete  house.     There  are  3236  ®ne  story  houses  and  134  houses 
■vrhich  have  more  than  one  story.     There  were  4204  farms  in  this  county  in  1929  and  the  farm 
population  was  21,467.     Some  of  the  most  significant  facts  shoTO  by  the  preliminary  totals  are 
as  fellows: 

Condition  of  Houses 

Of  the  3370  farm  housp.s  surveyed,  replacements,  renewals,  or  new  installations  and  repairs 
were  needed  as  follows : 


Complete 

replacement. 

Kepairs  or 

renewals 

,  or  new 

alterations 

install.? 

tir^n  needed 

needsd 

Paint,  exterior 

20^:^9 

437 

Screens 

1388 

92B 

Interior  walls  and 

ceilings 

1454 

801 

Roofs 

714 

1253 

Foundations 

576 

1521 

Dorrs  and  windows 

530 

1452 

Chimneys 

523 

1177 

Floors 

429 

1540 

Wall s ,  ext er i or 

3ei 

1628 

Meed  for  -'Aidition al  Space 
Space  req^uirements  we're  as  follows; 


Have 

..Alditicnal 

Per  c 

5nt  of  farm  houses 

now 

rooms 

in  vfh. 

ich  additional 

needed 

rooms 

are  needed 

Storage  space 

for  fresh 

fruits  and  ve 

getables 

764 

1449 

43.0 

Bedrooms 

6643 

rooms    1374  rooms 

30.4 

Back  parches 

1887 

594 

17.6 

Dining  rooms 

1237 

550  1 

16.3 

v'.ork  rooms 

292 

402 

11.9 

Living  roc.ns 

1172 

39o 

11.8 

2172-3U 


Faulkner  County,  -jrkanscs.  2  " 

Vj'ater  Supply  and  Sewage  Disposal 


Have  New  installation 

 now  needed  

V.'ater  carried  by  hand  3282 

Hand  pump  in  dwelling  106  2 

Running  water,  cold  34  10 

Running  water,  hot  16  3 

Unimproved  outdoor  toilets  2356 

Improved  outdoor  toilets  135 

Improved  indoor  toilets  55  1 

Tut  or  shower  baths  39  55 

Kitchen  sinks  with  drain  148  335 


Light  and  Heat 


Have 

New  installation 

now 

needed 

Kerosene  or  gasoline  lamps 

3236 

271 

Gas  lights 

2 

Electricity 

166 

4 

Fireplaces 

1702 

78 

St  ove  s 

1766 

53 

Central  Heating  systems 

7 

5 

Refrigeration,  Laundry,  and 

Cooking  Facilities 

Have 

Nevr  installation 

now 

needed 

Ice  boxes 

331 

1000 

Mechanical  refrigeration 

128 

58 

Vv"ashing  machines,  power 

28 

V.ashing  machines ,  hand 

14 

119 

Landsc: 

xping  of 

House 

Have 

New  installation 

nov7 

needed 

Lavms  established 

ik:±3 

lyob 

Walks  and  drives 

442 

2465 

Fence  s 

1032 

2044 

In  answer  to  the  question:     If  $500  were  available  for  ycu  to  spend  in  improving  your 
house,  the  following  items  were  mentioned: 


N-umber  of         Per  cent  of  total 


farms 

farm  houses 

Interior  walls,  ceilings. 

floors  1423 

42,2 

Exterior  walls 

1044 

31.0 

Roof  s 

1037 

30.8 

Furnishings 

951 

28.2 

Doors,  windows,  screens 

868 

25.8 

-Additional  rooms 

864 

25.5 

Porches 

55S 

15.9 

Foundations 

522 

15.5 

V.'ater  systems 

292 

8.7 

Bathroom  equipment 

269 

8,0 

Laundry  facilities 

221 

6.5 

Sanitary  facilities 

203 

6.0 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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F.Ji'.'I  HOUSING  SURVEY 
(A  Civil  yi'orks  ^administration  Project^ 


March  22,  1934 


:  ■           The  Farm  Housing  S^irvey  is  a  Civil  ftorks  Admini strat i on : 
:projeot,  carried  out  by  the  Q.S,  Department  of  Agriculture  and: 
-.the  State  Agricultural  Extension  Services,     The  object  is  to 
:provide  the  basic  information  necessary  for  a  pro[-rsra  of  im- 
:provement  for  farm  homes,    iLbout  300  counties  throughout  the 
•  oou-ntry  are  being  covered  by  the  investigators .  

Preliminary  Report  for  Stevens  County,  iviinnesota 
(Subject  to  later  revision] 

Reports  on  1250  farm  houses  survej^ed  in  Stevens  County,  Minnesota,  have  now  been  tabulated. 
There  were  1292  farms  in  this  county  in  1929  and  the  faiTn  population  was  5355.     Some  of  the  most 
significant  facts  sho'vn  by  the  preliminary  totals  are  as  follows: 

Condition  of  Houses 

Of  the  1250  fam  houses  sui^eyed,  ne-vT  installations,  replaceraents,  or  renewals  and  repairs 
were  needed  as  follows: 


Complete  replacement, 
I'enewals  or  new 
installation  needed 


j.-:epairs  or 

alterations 

needed 


Screens 

Paint,  exterior 

Foundations 

Floors 

Doors  and  windows 


409 
358 
206 
183 

130 


172 
225 
255 
153 
283 


Keed  for  Additional  Space 
3paoe  r-jq_uirements  were  as  follows: 


Have  Additional  Per  cent  of  farm  houses 

new  rooms  in  which  additional 

needed  rooms  are  needed 


Bedrooms 
Basements 
Dining  rooms 


4374  rooms 
515 
738 


99  rooms 

55 

26 


'^5~ 
5.3 
2.1 


ater  Supply  and  Sewa  ::e  Disposal 


Have 
now 


r.ew 

installation 


Per  cent  of  farm  houses 
in  vrhich  nevr  installation 


needed 

is  needed 

V>ater  carried  by  hand 

1142 

Hand  pump  in  dwelling 

670 

118 

9.4 

Running  water,  cold 

90 

55 

4,4 

Running  water,  hot 

38 

24 

1.9 

Improved  outdoor  toilets 

247 

44 

3.5 

Unimproved  outdoor  toilets 

949 

Improved  indoor  toilets 

73 

67 

5.4 

Tub  or  shower  baths 

91 

200 

16.0 

Ifitchen  sinks  7fith  drain 

374 

577 

45  ,'2 

Stevens  County,  Ivlinnesota. 


-  2  - 


Light  and  Heat 


I  lave 

'Mc'-a  installation 

novr 

needed 

Kerosene  or  .rt'asoline  lomps 

1130 

30 

Gas  lights 

17 

Electricity,  home  plant 

82 

12 

Lleotricity,  po-vrcr  line 

43 

112 

Stoves 

801 

28 

Central  heatinf;^  system 

449 

39 

Refri<j;cration,  ^aundry,  and  Cookin)C  Jaoilities 


iiave 
novT 


i]e-.7  installp.tion 
needed 


Ice  "boxes  56 

i'.'echanical  refrigeration  11 

I/Bashing  machines,  po'.ver  609 

vi ashing  machines,  hand  256 
Vvood  nr  coal  cooking  stoves  1194 

Kerosene  or  gas  stoves  536 

Gas  or  electric  stoves  9 


45 
10 
208 
12 
45 
90 


Landscaping  nf  Ivou.sj; 


J.iaims  esta,blished 
Vialks  and  drives 
Fences 


i'ave 
2'io\T_ 
"707  ■ 
217 
342 


New  installation 
needed 


528 
273 
362 


In  p.nswer  to  the  question;     If  $500  -i'rere  available  for  you  to  spend  in  improving  your  house, 
the  follo'-'/ing  items  -were  mentioned  px.iong  ethers: 


Interior  Trails,  cei'lings,' 
v.ater  systems 
Furnishings 
.-dditional  rooms 
Laundry  facilities 
L'.rterior  -vTalls 
Foundations 


'dumber  cf 
farms 


ri.S>ors 


303 
290 
232 
200 
197 
165 
164 


Per  cent  of  total 
farm  houses  _   

24.2 

23.2 

18.6 

16,0 

15.8 

13.2 

13.1 


These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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WASHINGTON.  D.  C 


FiiRvl  HOUSING  SURVEY 
(a  Civil  Works  Administration  Project ^ 


March  29,  1934 


The  Farm  Housing  SuiTey  is  a  Civil  'A'orks  Administration 
:project,  carried  out  by  the  'J.S.  Department  of  Agriculture  and 
:the  State  -agricultural  Extension  Services,    The  object  is  tc 
:provide  the  basic  information  necessary  for  a  program  of  in- 
iprovement  for  fam  hones.    About  300  counties  throughout  the 
: country  are  bein g  covered  by  t he  investigat'irs.  

Preliminary  Report  for  Izard  County,  ^^jrkansas 
(Subject  to  later  revision; 

Reports  on  2175  farm  houses  in  Izard  County,  -Arkansas,  have  now  been  tabulated.    The  survey 
shows  263  log  houses,  1  earth  house,  1482  unpainted  fraiiae  houses,  401  painted  frame  houses  and  the 
remainder  brick,  stone,  concrete,  or  stucco  houses,    Jji  average  of  4 -rooms  per  house  is  shovm. 
There  were  23 '-7  farms  in  this  county  in  1929  and  the  farm  population  was  19334.     Some  of  the  most 
significant  facts  shovm  by  the  preliminary  tctals  are  as  follows: 

Crndition  of  I'.cuscs 


Of  the  2175  farm  houses  surveyed,  replacements,  renewals,  cr  new  installations  and  repairs 
were  needed  as  follows: 


Complete  replacement, 
renewals,  or  new 

installation  needed 

Repairs  or 

alterations 

needed 

Screens 

1109 

451 

Paint,  exterior 

952 

260 

Foundations 

907 

450 

Roofs 

422 

667 

Doors  and  windows 

404 

775  ' 

Interior  walls 

402 

908 

Chimneys 

387 

522 

Vvalls,  exterior 

329 

911 

Floors 

318 

850 

Keed^  for ^ Addit ional  Space 
Spa,ce  rF'-i'irirePienTs'  were  as  follows; 


t:.ave 
now 


Storage  space  for  fresn 

fruits  and  vegetables 
Bedrooms 

Front  sr  sioe  porches 
Living  rooms 
Dining  rooms 
Bathrooms 


Additional  Per  cent  of"farm  nouses 
rooms  in  vrhich  additional 

needed  rooms  are  needed 


754 

1023 

47,0 

4255  rooms 

370  rooms 

17.4 

1739 

221 

10.2 

572 

191 

8.8 

601 

121 

5.6 

14 

101 

4.6 

22^3-31; 


Izs.rd  County,  ^.-.rkansas 
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'feter  Supply  n,nd  Sewage  Disptsal 


Water  carried  by  hanc[ 
Hand  pimap  in  dwelling 
Running  water 

Unir.iproved  outdoor  toilets 
Improved  outdoor  toilets 
Improved  indoor  toilets 
Tub  or  shower  baths 
Kitchen  sinks  i/jlth  drain 


Have  New  installation 

now;  needed    

1221 

4  7 

5  4 
549 

41 

1  2 

4  17 

11  50  


Light  and  Heat 


Giisoliiie  or  kerosene  iainpl 
Gaslights 
iilectric  lights- 
Fireplaces 
Steves 

Central  heating  system 


Have 
now 

Tum' 

3.-. 
14 

1145 
1897 
2 


iJew  installation 
needed 

 ^  


11 
40 


Refrigeration,  Laundry,  and  Cooking  Facilities 


Ice  boxes 

I.ae.ohanioal  ref rigerat-ion 
Washing  machines,  powo-r 
v'.'ashing  machines,  hand 
Wood  or  coal  stoves 
Kerosene  or  gasoline  stoves 
Gas  cr  electric  stoves 


Have 
novf 

1 
2 

44 
2121 

19 
0 


I'ew  installation 
needed 


77 

4i 


Landscaping  of  I'ouse 


La™s  established 
vTalks  and  drives 
Fences 


Have 
nov/ 


Kevf  installation 
needed 


493 
84 
995 


1420 
1740 
928 


In  answer  tc  the  question:    If  $500  were  available  fur  you  to  spend  in  improving  yeur 
house,  the  following  items  vrere  mentioned,  among  others: 


Number  of 
farms 

Per  cent  of  total 
farm  houses 

Interior  waJ Is,  ceilings. 

floors  672 

30.9 

Exterior  walls 

514 

28.2 

Doors,  windows,  screens 

612 

28.1 

Roofs 

545 

25.1 

Foundations 

482 

22.2 

Porchus 

427 

19.6 

Additional  rooms 

372 

17.1 

Chimneys 

246 

11.3 

vvator  systems 

223 

10,3 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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April  1934 


:             The  Fam  Housing  Survey  is  a  Civil  V.orks  Administration 
•  :project,  carried  out  by  the  iJ.S,  Department        Agriculture  and 
:tr£  State  Agricultural  Extension  Services,    Tlijs  cbjsct  is  i»o 
:provide  the  basic  infcmation  necessary  for  a  pregraiii  rf  im- 
cprovement  for  farm  hones.    About  300  counties  throughout  the 
•  country  are  b eing  covered  by  the  investigators,   ______ 

Preliminary  Report  for  Adams  County-  Indiana 
(Subject  to  later  revision) 

Reports  on  2180  farm  houses  surveyed  in  Adams  County,  Indiana,  have  new  been  tabulated. 
There  are  1350  of  the  farm  houses  occupied  by  the  ovmers  and  820  occupied  by  non— owners.  The 
si-irvey  shows  21  log  houses,  132,  unpainted  frame  houses,  1732  painted  frame  houses,  135  stucco 
houses,  135  brick  houses,  and  the  remainder  stone  or  concrete,    .ja  average  of  eight  rooms  per 
house  is  shown.     There  were  2140  fams  in  this  county  in  1929  and  the  farm  population  was 
10473.     Some  of  the  mnst  significant  fp.cts  shown  by  the  svjrvey  are  as  follows: 

Condition  of  Houses 

Of  the  2180  faiTO  houses  surveyed,  complete  replacement,  renewals,  or  new  installations 
and  repairs  wore  needed  as  follows ; 


Paint ,  exterior 
Screens 
Insulation 
Roofs 

Foundations 


Complete  replacement, 
renevrals,  or  new 
installation  needed 


Repairs  or 

alterations 

needed 


930 
408 
330 
245 
221 


280 
597 
143 
353 

446 


Need  f or  Addit ional  Space 
Space  reqiiXreraents  -:rore  as  follows; 


Eavc 
novj" 


Additional 
rooms  needed 


Storage  space  f,'.r  fresh  fruits 

and  vegetables  1625  115 

Bathrooms  319  67 

Bedrooms  8541  rorans         36  rooms 

Basements  1363  42 


Vfster  Supply  and  ScTcagc  33lsposa,l 


Have 

New  installation 

now 

needed 

Water  carried  by  hand 

855 

Hand  pump  in  dwelling 

948 

227 

Running  water,  cold 

377 

19 

Running  vrater,  hot 

119 

1 

Unimproved  outdoor  toilets 

1637 

H'proved  outdoor  toilets 

381 

4 

Improved  indoor  toilets 

163 

111 

Tub  or  shower  baths 

289 

104 

Kitchen  sinks  with  drain 

1135 

^6 

2281-3^ 
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Adams  Cour+y^  Indiana 
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Light . and  Heat 


^  '  Ha,ve  Mev;-  installation 

 Tiow  needed  

Kerosene  or  gasoline  lamps  1374  I 
•^as  lights  27  2 
Electric  lights,  home  plant  148 
^-leotrio  lights,  pover  line  628  5 
i'lrep  laces.  7  „ 
Stoves  1296  20 
Central  heating  system  909  32  ! 

Refrigeration, ." ."laundry ,  and  Cooking  Facilities 


Have  Hew  installation 


 nnvT  needed  

Ice  boxes '              ~  "gj  g" 

Mechanical  refrigeration  29  18 

Povrer  washing  machines  994  38 

Hand  vrashing  machines  867  22 

Wood  or  coal  cook  stoves  192'''  44 

Eerosene  or  gasoline  stoves  16:_'  87 

Gas  stoves  7}.  •  i 

Electric  stoves   ■  10  1 


Landscaping  of  House 


Kave  New  ins t allat i on 

 now  needed  

Lavms  estahlished  2133  35 

Walks  and  drives  1719  604 

Fences   1744  535 


In  answer  tc  the  question:     If  $500,  $250,  $100  were  available  for  you  to  spend  in  improv- 
ing your  home,  the  folle-vfing  items  Avere  mentioned: 

Relative  Importance  of  Repairs  and  ]mprovements  Wanted 


$500 

$250 

$100 

House  rej^irs  and  improvements: 

Fcundation 

221 

138 

83 

iCxt<?rior  walls 

616 

460 

435 

Roof 

281 

223 

173 

Chimneys 

91 

62 

43 

Doors,  windows,  screens 

298 

179 

151 

Porches 

206 

129 

85 

Interior  walls,  ceilings,  floors 

390 

254 

217 

Additional  room 

303 

129 

72 

7/ater  system 

493 

287 

150 

Sanitary  facilities 

100 

28 

11 

Lighting  system 

221 

120 

125 

Heating  system 

282 

131 

42 

Bathroom  equipment 

455 

303 

86 

Laundry  facilities 

108 

62 

93 

Cooking  facilities 

61 

40 

65 

Landscaping 

118 

71 

44 

Electricity; 

Home  plant 

16 

6 

6 

Power  line 

266 

125 

61 

Built— in  equipment 

73 

43 

54 

F-dpnishings 

307 

240 

369 

Adams  County,  Indiana. 


-  3  - 

New  Construction  and  Financing 


Is  construction  of  new  house  contemplated 
>.lthin  next  3  years? 

iv'umber  of  entries  8 
If  so,  n-.imber  of  rooms  20 
Number  of  entries  '  G 

Estimated  expenditure  '-$I2»200 
riumber  of  entries  o 
Give  value  of  repairs  or  improvements  made 

on  the  present  house  during  the  last  3  years: 
Less  than  $100 

Number  of  entries  1,140 
$100  to  $499 

^lumber  of  entries  367 
$500  and  over 

K\imber  of  entries  58 
L;penditure  for  repr.irs  or  :ijr.^;rovenients 

contemplated  vrithin  ne>rb  12  months  $24,442 

i.'ui'ober  of  entries  213 
Is  m.oney  available  from  local  credit  sourtes 

to  finance  house  construction,  repairs,  or 

improvements? 

Number  of  entries  205 
vVould  'you  be  interested  in  borrowing  money  to 
finance  construction,  repairs,  or  improve- 
ments provided  interest  rate  is  satisfactory 
and  repajTOents  can  be  distributed  over  a  period 
of  10  years? 
Yes- 
Number  of  entries  128 
No 

Number  of  entries  247 
iiow  much  would  you  desire  to  borrow?  $31,275 
Number  of  entries   72 

These  are  all  preliminar,  datr,,  subject  to  revision  before  the  data  are  published 
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Fmi  HOUSING  sirnvzY 
(a  CiTil  'A'orks  Administration  Project , 


April  U,-  13% 


:             The  Farm  Housing  Survey  is  a  Civil  Vforks  Administration; 
rproject,  carried  out  by  the  U.S.  Department  cf  Agriculture  and; 
:the  State  Agricultural  Extension  S-e'rvices,    The  rbject  is  to 
:prcvide  the-  basic  information  necessary  f«r-  a  program  of,  im- 
rprovement  for  farm  hordes.    About  300  counties  throughout  the 
;country  are  being  covered -by  the  investigators.  -   

t 

Preliminary  Report  for  Pulaski  County,  Indiana- 

(Subject  to  later  revision) 

Reports  on  1738  farm  liouses  surveyed  in  Pulaski  County^  Indiana,  have  now  been  tabulated. 
There  are  7  log  houses,  200  unpainted  frame  houses,  1474  painted  fr?rae  houses,  22  stucco  houses, 
16  brick  houses,  5  stone  houses,  and  14  concrete  houses.     The  survey  shows  342  houses  which 
have  one  story  and  1396  ho^ises  Yfhich  have  ;.iore  than  one  story.    An  average .  number  of  seven  rooms 
per  house  is  shcrwn.     There  were  1499  fanns  in  the  county  in  1929  and  the  farm  population  was 
7104.     Some  of  the  most  significant  figures  shown  by  the  survey  are  as  follows: 

Condition  of  Houses 

Of  the  1738  farm  houses  sur\'-eyed,  replacements,  renewals,  or  new  installations  and  repairs 
were  needed  as  follows: 


Complete  replacement, 
.  renewals,  or  new 
installation  needed 

Repairs  or 

alterations 

needed 

Paint,  exterior 

713 

258 

Screens 

494 

401 

Insulation 

324 

50 

Foundations 

212 

301 

Roofs 

207 

352 

Interior  walls  and  ceilings 

154 

593 

^-■eed  for  Additional  Space 
Space  requiroinents  were  as  fcllo^.Ts: 


Have  Additional  Per  cen^  of  farm  houses 
now       rooms  in  which  additional 

needed  rooms  arc  needed 


Bedrooms 

5542  rooms 

236  rooms 

10.0 

Dining  rooms  ■ 

1078 

100 

5.8 

Basements 

504 

167 

9,6 

Storage  space  for  fresh 

fruits  and  vegetables 

740 

151 

8.7 

Water  Supply  and  Sewage  Disposal 


Have 
now 


lie\7  installation 
needed 


ft'ater  carried  by  hand 

llc3 

Hand  pump  in  dwelling 

510 

280 

Running  water,  cold 

169 

281 

Running  water,  hot 

107 

265 

T.^nimproved  outdoor  toilets 

1604 

Improved  outdoor  toilets 

35 

20 

Improved  indoor  toilets 

128 

432 

Tub  or  shower  baths 

216 

720 

Sitchen  sinks  with  drain 

734 

557 

2280-3^ 


\ 


Pulaski  County,  Indiana  — 2 — 

Light  and  Heat. 


Have 

Ke-w  ir^tallaticn 

novr 

needed 

Kerosene  and  gasoline  lamps 

1500 

23 

Gas  lights 

56 

Electricity,  home  plant 

90 

7 

Electricity,  pciver  line 

141 

Fireplaces 

23 

-4 

Stoves 

14D7 

31 

Central  heating  system 

421 

180 

Refrigeration,  Laundry,  and  Cooking  Facilities 


Have 

New  installation 

now 

needed 

Ice  boxes 

210 

13 

Mechanical  refrigeration 

31 

96 

Vv'ashing  machines,  povrer 

504 

316 

Washing  machines,  hand 

.  716 

37 

Yfood  or  coal  cook  stoves 

1655   ■  - 

32 

Kerosene  or  gas  stoves 

869- 

39 

Gas  stoves 

41 

2 

Electric  stoves 

28 

13 

Landscaping  of  House 


Have 

I'ievf  installation 

now 

needed 

Lav.Tis  established 

1201 

447 

i'.'alks  and  drives 

565 

978 

Fences 

1040 

501 

In  ansvrer  to  the  question'     xf  $500,  $250,  or  $100  were  available  for  you  to.  spend  in 
improving  your  heme,  the  following  items  were  mentioned: 


Relative  Importance  of  -Repairs  and  Improvements  .'.anted 


$500  $250  v'lOO 


House  repairs  and  improvements: 
Foundation 
Exterirr  walls 
Roof 

Chimneys 

Doors,  windovrs,  screens 

Porches  •.  " 

Interior  walls,  ceilings,  floors 

Additional  room 
Water  system  .• 
Sanitary  facilities 
Lighting  system 
Heating  system 
Batiirocm  equipment 
Laundry  facilities 
Cooking  facilities 
Landscaping 

Electricity,  home  plant 
Electricity,  power  line 
Built-in  equipment 

Furnishings  


235 

177 

122 

489 

379 

267 

299 

254 

202 

103 

69 

35 

290 

193 

99 

292 

134 

100 

557 

402 

267 

391 

226 

121 

602 

328 

154 

236 

83 

.  24 

181 

71 

34 

198 

76 

29 

525 

238 

99 

276 

223 

187 

137 

117 

65 

79 

33 

22 

34 

9 

3 

363 

255 

199 

89 

39 

23 

390 

352 

301 

Pulaski  County,  Indiana 
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auestions  regarding  new  construction  and  aTailability  of  local  credit  sources  to  fin? 
construction  contained  on  the  questionnaire  were  answered  by  the  occupants  as  follows: 

New  Cons t ruction  and  Financing 

Number  of  persons  reporting  contemplated  construction 

of  new  house  within  nexb  3  years  ?8 

Number  of  rooms  to  be  constructed  311 

Estimated  expenditure  $34,700 

ITijmbcr  of  entries  58 

'■  Vrluf- '  of  r.Tpr.ir"  or  ;U'aprovcr;-,'nt;.  :  .".'"'! e  on  'rhr  present 

house  during  the  last  3  years: 
Less  than  vlOO 

Number  of  entries  1367 
iplOO  to  $499 

Number  of  entries  295 
$500  and  over 

i.'umber  of  entries  76 

Expenditure  f^r  repairs  or  improvements  contemplated 

Tvdthin  next  12  months  $42,133,50 
Number  of  entries  457 


Number  of  persons  reporting  that  money  is  available 
from  local  credit  sources  to  finance  house 


509 


Nimber  of  persons  interested  in  borro-vfing  money  to 
finance  construction,  repairs,  or  iiriprovements 
provided  interest  rate  is  satisfactory  -nd 

repayments  can  be  distributed  over  a  period  of  10  years  890 
i^lot  interested  848 

Total  sum  desired  $350,285 
Number  of  entries  890 
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WASHINGTON.  D.  C 

YAR::l  EOUSI:'(.;  oUR\^Y 
(a  Civil  Works -AQmini  sir  at  ion  i.-^roject) 
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:  The  Farm  Housinj;^  Curvey  is  a  Civil  Vforks  Actninis-tration: 
;:project,  carried  out  by  the  -J.L',  Department  of  Agric\ilture  and: 
:the  State  Agricultural  Extension  Services,  The  object  is  to  : 
!:provide; the  basic' 'inf ormtion  nece:-;sp.ry  for  a  progrrin  of  im-  ,  : 
.rprovement  for  farfi  hones,-  About  300  counties  throughout  the  ; 
,:country  s,re  being  covered- by  the  investigators.  This  report  ^  : 
':on  the  &tate  of  Kentucly  is  tlie  first  otate  Suirsnary  to  be  :  _ 
^:  is  sued,  •■  '     '// 


V 


rllELI.  ;IpI;'_RY- 


OPT  FOR  THE  GT^K  OF  IffiFiUCrj 


(oub-ject  to  later -revision;  ■  - 

Approximately  ten  percent  of  the  counties  in  each  3tatc  except  .:ew  Yori:  and  PeimsylvJJrBia. " 
have  been  surveyed.     Reports  on  22,341  farm  ho".ses  surv'jyed  in  Bourbon,  noyle.  Galloway,  Fayette, 
Fleming,  Hardin,  Hickman ,'  Enott,  Ohio,  Oldhar;,,  Shelby,   i,nd  Simpson  Counties,  Kentucky  have  been 
tabulated.    Appropriate  weights  have- been  applied  to  the  results  of  each  af  the  counties  surveyed 
in  order  that  figures  may  be  projected  to  the  State  as  a  whole.    There  wore  237,395  farms  owned 
or  operated  by  vrhite  occupants  and  9,104  farr.is  owi^ed  or  operated  by  non-white  occupants  in  1929  an 
■and-the  farm  population  was  1,176,52-4,    The  total  value  of  farm  dvrellings,  as  reported  in  the  1929 
Census  of  Agriculture,  was  $163,757,651,  covering  224,232  farms  reported  in  Kentucl-;y. 

Section  A 


FAK.IXiSiC  GRO^Tp 


■:Xfi-JTAIN  GRJJR 


:OTAL  FOR  KENTUCKY 


Total  number  of  occupants 
Numb'  er  of  white  occupants 
Number  of  non-white  occupants 

lJumber'  of  owner's 

N\mber'  of  non— o^vners 

Total  'acres  in  fam 
l^timber  of  entries 
Average  acres  per  farm 

Total  acres  tillable  in'  farra 
JTumber  of  entries 
Av-erags  acruS  tillable  per  farm. 


168,000 
160,000 
8,000 
97,000 
71,000 
16,319,000 
■  159,50i.y 

loe 

12,306,0130 
159,600 
77 


:  65,300 
;  65,000 

300 

-  37,000 
:  28,300 
25,496,000 
r  'r,800 
393 

21,017,000 
64,3L.O 
324 


233,300 
225,000 
8,300 
134,000 
99,300 
41,815,000 
224,400 
136 

33,323,000 
224,400 
148 
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1?;.  p:'Tw  rprifrv  ' 

Kind  of  house 

Log 

11,200 

17,400  : 

28,600  ,  ^ 

Er,rth ' . 

50 

50 

110 

Frame  . 

Unpainted 

33,300 

29,400 

57,700 

Painted  _ 

102,000 

18,300 

120,300 

Stucco 

.  670  ; 

-  • 

670 

Brick  ! 

■  6;390 

60  ! 

6,950 

Stone 

1,110 

490 

1,600 

Concrete      '                                           • ■     640  " 

60  • 

700 

Age  of  house                   ■  . 

Under  10  years 

17,700 

24,300 

42,000 

10  to  24  years 

44,500 

:  20,600 

:  65,100 

25  to  49  years 

52,700 

•14,300 

57,000 

50  and  over  years 

50,000 

5,000 

:  55,000 

One  story  house 

73,000 

58,000 

:  131,000 

ilore  than  1  stoi^ 

97,000 

5,000 

!  102,000 

Total  n'omfcer  of  rooms 

904,000 

:          235,000  : 

1,139,000 

rfuinter  of  entries 

168,000 

:  67,000 

:  235,000 

.::.verage  number  of  rooms  per  house 

:  -5,4 

:  3.5 

:  4.8 

Total  number  of  rooms  not  in  use  at 

any  tme  of  year 

39,000 

6,000 

:  45,000 

iAinber  of  entries 

18,500 

2,74)0 

■  21,200 

i'-verage  number  of  rooms  per  house 

not  in  use 

2.1 

:                    2.2  . 

:  2.1 

Tct.al  number  of  regular  occupants 

!  743,000 

:  337,000 

:  1,080,000 

Nuinber  of  entries 

168,000 

60,000 

:  223^000 

AToragc  number  cf  occupants  pc;r  house 

:  4.4 

:  5.5 

:  4.7 

Average  number  of  .occupants  per  room 

:  .8 

:  1.4 

:             ,  .95 

C.  CONDITION  OF  H0U;-,E 


F;iPlIIi\G  G.ROUF  (Number  cf  schedules) 


Present  Condition 

Repairs  or 
alterations 

,  Replacement  or 
new  installa- 
tion needed 

Good 

:  Fair 

:  Poor 

needed 

Foundation                              _  ■ 

,  94,000 

.  43,800 

30,400  " 

39,800 

27,600 

Walls,  exterior 

,  99,500 

:  45,500 

:  23,000 

38,800 

14,100 

Roof 

84,000 

.  45,000 

38,000  : 

41,600 

28,700 

Chimneys 

125,000 

26,200 

.  14,000 

21,200 

9,800 

Doors  and  windows 

88,000 

55,000 

2--i,700 

43,500 

:  19,800 

Screens 

65,100 

36,500 

:  37,400 

31,200 

54,000 

Paint,  exterior 

39,000 

40,100 

49,000 

28,200 

77,400 

Interior  walls  and  ceiling 

82,000  : 

57,000 

29,000  : 

47,900 

20,200 

Floors 

100,400 

.  46,100 

20,500  : 

31,400  ; 

18,700 

Stairs 

73,500 

13,200 

7,800 

8,700 

6,900 

Insulation  " 

43,700 

23,000 

16,300 

13,300 

32,200 

Kentucky  Siir.iaary 
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c.  co:miTioK  of.  house 

(Continued) 


I'OUI'ITAIN  GROUP  (K'jnber  of  schedules) 


Present  Condition 

Repairs  or 

,  Replacement  or 

'  alterations 

new  installa- 

; Good 

Fair 

Poor 

needed 

tion  needed 

 —————————————— 

Foundation 

25,000  . 

17,200 

20,500 

19,000 

13,500 

V.alls,  exterior 

28,200 

:  19,000 

!  18,100 

17,100 

10,800 

Hoof 

24,200 

14,000 

27,100  . 

16,000 

19,700 

Chii"nncys 

35,000  . 

11,300 

12,500 

10,800 

9,000 

Doors  and  windovrs 

20,000 

19,000 

26,300  . 

19,500  ; 

19,800 

ocreens  : 

5,400  : 

5,400 

10,100  : 

8,200 

48,700 

Paint,  exterior 

4,000  : 

3,500 

11,500 

4,500 

35,800 

Interior  walls  and  ceiling  : 

18,200  : 

23,100  . 

24,000  ! 

20,800 

15,500 

Floors  ; 

21,100  : 

19, -WO  ; 

22,500  : 

15,000 

13,500 

rtairs 

5,400  •: 

1,300 

1,700  : 

1,100  ! 

1,400 

Insulation  : 

3,800  : 

14,000 

19,700  : 

10,100 

28,400 

TOTAL  FOR  .KIJWIJCLT  (l-tober  of  schedules^ 


Foundation 
V.'all  s  ,  ext  e  ri  or 
Roof 

ChL'nneys 

Doors  and  v.-indo-vfs 
Screens 

Paint,  exterior 

Interior  "vialls  and  ceiling 

Floors 

Stairs 

Insulation 


Present  Condition 


Good 

:  •  Fair  : 

Poor 

■  alterations 
needed 

11", 000  • 

61,000  : 

51,000 

58,800 

127,  rjo 

54,500  : 

-;  1,100  . 

■  55,900 

108,200 

-60,000  : 

55,100 

57,600 

162,000 

37,500  : 

26,500  ♦  32,000 

103,000 

74,000  : 

51,000 

53,000 

71,500 

42,000  : 

47,500 

39,400 

43,000 

44,000  : 

50,500 

32,700 

100,200 

80',  100  : 

53,000 

68,700 

121,500 

55,500  : 

- 13,  000 

47,400 

79,000 

l.;,500  : 

9,500 

9,800 

47,500  : 

37,000  : 

35,000 

23,400 

Replacement  or 
new  installa- 
tion needed 


41,200 
24,900 
48,400 
18,800 


39,600 
102,700 
114,200 

36,700 

32-,  300 
8,300 

60,600 


D,   S:-;^E  Ri^QUIiOiUCNTf 


G  GROiJF 

liOIJTIT- 

.Ir.  GilOU? 

TOT-Ju  FOR  ii;imJCKy 

.Have 

.additional 

Have 

Additional 

Have 

,  Additional 

:noTiv 

rooms  needed 

now 

•  rooms  needed 

now 

:  rooms  needed 

Bedrooms 

427,000 

25,600 

132,000 

40,200 

:  559,000 

55,800 

Iv'amber  of  entries 

165,000  . 

10,'fOO 

47,000 

;  23,600 

212,000 

42,000 

Living  room 

111,000 

13,000 

7,000  , 

20,000  : 

110,000  • 

33,00Q 

Dining  roora 

99,000 

17,000 

27,000 

21,000 

126,000  ■ 

38,000 

Kitchen  ! 

156,000  ' 

900 

50,000 

3,500  ! 

,  226,000 

:  4,500 

■yVork  roctn  ; 

34,000 

16,000 

3,500 

10,000  : 

37,500 

26,000 

iVash  roora  for 

farm  help 

10,500 

11,500 

900 

9,500 

11,500 

:  21,100 

Bathrooms 

14,000 

33,000 

700 

:  17,000 

14,700 

50,000 

Halls 

.  62,000 

6,000 

4,000 

:  3,000 

66,000 

:  9,000 

Basement 

30,000 

22,000 

4,000 

21,000 

34,000 

43,000 

Closets 

.  309,000 

35,000 

47,000 

:  83,000 

356,000 

158,000 

i'umbcr  of  entries 

123,000 

47,000 

31,000 

:  45,000 

154,000 

93,000 

Front  or  side  porch 

:  127,000 

:  17,000 

54,000 

:  9,000 

181,000 

:  26,000 

Back  porch 

108,200 

25,450 

22,000 

:  20,150 

130,200 

45,600 

Storajj'e  space  for  fresh 

fruits  and  vegetables 

:  74,700 

49,500  . 

8,250  - 

40,850 

82,950 

90,350 

Kontudq/  Surxaary 


?.  SUFPiy  iii^D  SEVAGE  DIS 


■.iTNG  Gi-:OUP 


OSAL 


11  avo 
now 


i\epairs  or 
alt-fcratioriG 
needed   


Source  of  water: 
.,'ell,  drilled  or  driven 
.Tell,  dug  or  bored 
Sprini^ 
Cistern 
StreaLr. 
Vat e r  supp      f  or  house : 


23,500 
73,700 
35,400 
50,150 
6,780 


Came  a 

Distance  (total  feet) 
ifuiaber  carrying  water 
Hand  puirip  in  dvcelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet 
(privy) 


25, L 


.86,000 
145,400 
9,800 
12,660 
9,000 


620 
6,850 
1,8B0 
4,  900 


520 
410 
290 


Improved 

7,820 

:  •  200 

30>500  . 

l,';-'60 

[  300 

■  55,000 

Unimproved 

127,000 

56,000 

Indoor: 

Chemical 

230 

4 

. 1,040 

30 

Plush  ; 

9,400 

230 

:  24,030 

100 

770 

Bathroom  fixtui'-eG:  ! 

Tub  . 

11,225 

  260.-  . 

:.  31,o00 

275 

1^700 

Shower  ! 

1,130 

190 

12,600 

30 

200 

Lavatory  . 

10,650 

530 

.  -  27,000 

150 

800 

Kitchen  sink  with  drain 

19,800 

720 

41,000 

900 

:  180 

20,200 

rdsposal  of  sewar^e:  . 
Septic  tank  . 

2,900 

220 

25,900 

2,200 

Cesspool  ; 

4,030 

20 

5,320 

90 

60 

Stream  . 

2,140 

25 

1,200 

770 

2,100 

Surface 

11.850 

1.560 

Kei;-  mstc 
llaticm. , 
needed 


Have 


1,440 
3,13.0 
390 
5,230 


11>900 
29,200 
18 > 400 


5,700 
3 0,600 
17,050 

■150 
770 


5,6J7,000 
53,600 

:  3;>o 

430 
100 


repairs  or 

alterr.tion: 

needed 


460 
5,150 
650 


30 
30 


.■■?cw  insta- 
llation 
needed 


1,380 
6,410 
1,470 


740 
1,500 
200 


.aTEP  Supply  .UID  SLv^'^GI;;  DIoPOS-L  (continued; 

 .  "total  ,foi^  mjm^  I  ^ 


.'.;,avc  no'vT 


Repairs  or  alter 
ations,  needed 


Pew  installation 
needed' 


Source  of  water: 

'.'Veil,  drilled  or  driven 
Well  dug  or  bored 
Spring  ' 
Cistern 
Stream 
Water  s upply  for  h o u£ e_ : 
Carried 

Distance  (total  feet) 
Number  carrying  water 
Hand  pump  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet 

(privy): 
Improved 
UnLmppoved 
Indoor: 
Chemical 
Flush 
Ba.throom  fixtTircs; 
Tub  " 
Sho'-rer 
Lavatory 
Kitchen  sim:  7ri.th  drain 
Disj 0 s ai  of  s evfa.ge : 
Septic  tank 
Ce  s  Spool 
Stream 
Surface 


29,200 
112,300 
53,450 
60,300 


9,550 


30,353,000 
209,000 
10,100 
13,090 
9,100 


9,7-30 
183,000 

230 
9,500 

11,500 
l,loO 
10,800 
20,700 

2,900 
■  4,120 
2,910 
13.410 


•■  1,080 
12,000 
2,530 
■  4,900 


550 
440 
290 


500 


4 
230 

260 
190 
530 

900 

220 
20- 
25 


2,820 
9,570 
1,850 
5,230 


12,640 
30,700 
18,500 


65 . 500 


1,070 

2';-,S00 

33,300 
12,800 
27,800 
61,200 

28,100 
5,380 
3,300 


Kentucky  Surnmary 


F.  LIGHT  -U'lD  HEAT  (n-jmber  off  am  houses) 
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.  -   1- 

FAK.rDJG  GROUP  ' 

MOUi'JTAUN  GROUP  '. 

^  ...   :  i  : 

TOTAL 

FOR  mWUCKY 

Haye 

Repairs  . 

Ne"VT  In-. 

Have  . 

Repairs  '  ■ 

New  In- • 

Have  : 

Repairs 

New  XT, 

no-w 

or  alter-: 

stalla-- 

now  : 

or-.al^t^r-T 

stalla- 

now 

or  alter-' 

stalls 

at ions  : 

tion 

at ions 

ticn 

ations 

tion 

needed 

needed 

neeied  ..  : 

needed 

needed 

needed 

Lighting: 

Kerosene  or 

7,276 

gasoline  lamps 

143,400 

- 

2,880 

-  59,500: 

— 

4,390 

202,900: 

- 

Acetylene 

2,100 

:  350 

100 

50: 

30 

2,150: 

360  • 

130 

Piped  gas 
Klectric:' 

1,140 

:  25; 

950 

1,000: 

180 

370 

2 , 140 • 

205 

1,320 

Homp  plant 

.  4,520 

480' 

1,470 

',  520: 

60 

310 

5,040 

540 

1,780 
3^700 

Prwer  line 

13  170 

65'  ■ 

■30,40b 

1,990: 

30 

5,300 

.  15,160' 

95 

i.iilcs 

rssejsoo 

■-v2,6oo- 

.888,600 

Number  of  entries 

:159,400 

.  52,100 

:211,500 

Keating: 

Fireplaces 

.  91,000 

4,300 

1,670 

57,100 

9,500 

3,550 

148,100 

13,900 

:5,230 

Stoves 

:110 , COO 

:  2,250 

•  3,600 

2,200 

90 

:  150 

.112,200 

2,350 

.3,750 

Circulating  heater 

:  9,400 

:  60 

5,200 

:  340 

:  9,740 
:  1,350 

:  50 

.5,200 

Pipeless  furnace 

:  ■  1,320 

:  ■     140  ■• 

1,030 

:  30 

:  140 

: 1,030 

Piped  -warm  air. 

steam,  or  water 

furnace 

.  4.835 

130 

.  4,350 

':  4,a35 

:  180 

14,380 

G.  KEFRICli:R.'iTI02],  kvUI'IIDRr,  iJ\iD  COOKIMG  FACILITIES  (Number  of  fam  houses) 


\  • 

I'VJ^/iIi-TG  GROUP 

:          l.iOUi'TTiaN  GROUP  ' 

TOTiii.  FOR  KENTUCKY 

Have 

.Repairs 

Mew  in- 

: Have 

Repairs 

iJew  in- 

Have 

Repairs 

NeTr  in- 

now 

:  or  alter- 

stalla- 

• now 

or  alter- 

'stalla- 

now 

or  alter- 

stalla- 

. ations 

tion 

ations 

tion 

■ ations 

tion 

•  needed 

needed 

needed 

needed 

needed 

needed 

Refrigeration": 

Ice  : 

50,900 

1,290 

29,300 

1,500 

120 

6,700 

52,500 

1,410 

36,000 

Kiechani'cal           '  : 

5,300' 

10 

3,800 

200 

800 

5,500 

10 

9,600 

La\indry : 

Vihere  done :  ■  ■ 

Out-of-doors  : 

72,500' 

! 46, 500 

1 19,000 

In  kitchen  : 

131,500 

100 

160 

19,500 

230 

490 

151,100 

380 

650 

In  basement      '  • 

1,640 

■   60  ■ 

5,940  ' 

310 

30 

30 

1,950 

90 

5,970 

In  special  rooin. 

on  satoe  level 

with  kitchen 

7,700 

•  230 

7,300 

':  1,200 

50 

6,530 

8,900 

290 

13,930 

Equipment : 

Fixed  tubs 

4,580- 

35  ' 

1,370 

30 

90 

4,610 

35 

1,460 

Power'  machine 

11,400' 

240  • 

20,000 

2,700 

250 

8,800 

14,100 

490 

28,800 

Hand  machine 

92,600 

:  450 

2,800 

800 

400 

93,400 

450 

3,200 

Cooking  facilities': 

'.Tccd  or  coal 

Stoves  ' 

159,000 

5,300  ] 

5,500 

i59,300 

10,600 

i-':  ^CO 

2^-0,300 

15,900 

21,000 

Gas  s'toves 

1,650 

2,300 

:  1,470 

250 

300 

3,120 

250 

2,500 

Electric  stoves 

910 

10 

1,900 

:  30 

30 

940 

40 

1,900 

Kerosene  or  gas 

stoves 

34,500 

•  _1,530 

:  3,800 

120 

34, 620 ' 

l.._530  . 

3.800 

Kentucky  Summary  Pa^e  5 

H.  LjuvDSCa?ii:g  of  house 

(Number  of  Farm  Houses) 


FAIH-ZilKG  GROUP - 

K:ouL^T:iaiJ  group  ; 

TOT^  FOR  KEliTUCKY 

Have  -.Repairs 
now      :or  alte3>- 
: ations 
: needed 

New  in- 
stalla- 
tions 
needed 

Have  : Repairs 
now    : or  alter- 
: at ions  ] 
: needed    • 1 

r<ew  in- 
stalla-: 
tions  ; 
needed 

Have 
now  : 

Repairs  : 
or  alter-; 
ations  ; 
needed  ; 

i.ew  in- 
stalla- 
tions 
needed 

Tard: 

Surface .drainage. 

away  from  house 

Lawn  established 

Plantings 

Vvalks  and  drives 

Fences 

149,500-.-  16,'jOO 

125, 400 i  25,000 
•112,500:  23,000 
:  68,100:  26,200 

102,700:  40.000 

12,000 

30,000 
.41,800 
75,300 
43,600' 

38,500i     7,600  '' 

12,400 i  9,400 
25,20C^:  3,000 
,  9,9  0:  9,200 
: 43,  900;  25,i00.  . . 

22,800 

49,000 
40,700 
:  51, 800 
.2.2,PPP 

188,000- 

137,800 
137,700 
:  78,000 

r 146^ 500 

24,200  • 

34,400 
31,000 

•  35,400 

:  ,65,100 

34,800 

79,000 
:  82,500 
.127,100 
•  65,600 

I.  REIdTB'lV  U;P0RTANCE  OF  Rili'AIRS;  AiD  E^J^ROVLI^ENTS  ::^ED 

(Number  of  Farm  Houses)  '  ■ 

Were  the  following  specified  amounts  available  for  improving  your  home,  what  would  you  spend  them  f 


IVlRi.iING  GROuP 

r.iOUl:rr.JN  GROUP 

TOTAL 

FOR  KEI\]TUCKy 

.  $500 

$250 

$100 

$500 

^;250 

$100 

$500 

$250 

$100 

House  repairs  and 

improvement  s : 

Foundation 

14,100 

13,200 

12,000 

16,200 

14,500 

12,400 

30,300 

27,700 

24,400 

Exterior  "/rails 

47,000 

51,600 

-  45,400 

24,300 

21,000 

14,900 

.  71,800 

.  72,600 

.  60,300 

Roof. 

32,100 

•  36,000 

86,600 

29,500 

.  23,500 

•  23,500 

.  61,600 

.  64,500 

!llO,100 

■  Chimneys 

9,000 

8,000 

6,600 

9,500 

0,200 

:  4,000 

.  18,500 

;  16,200 

!  10,500 

Doors,  Ydndows, 

30,600 

31,000 

23,800 

31,200 

.  26,800 

:  15,900 

.  61,800 

i  57,800 

;  39,700 

screens 

Porches 

.  28,200 

23,100 

16,800 

17,000 

13,200 

[  4,900 

45,200 

\  36,300 

]  21,700 

Interior  walls. 

ceilings. 

floors  ; 

47,300 

46,600 

38,000 

35,100 

31,200 

17,800 

\  83,400 

!  77,800 

55,800 

Additional  ; 

room 

29,600  , 

22,100 

12,200 

29,800 

21,800 

:  9,300 

59,400 

43,900 

21,500 

VJater  system. 

31,100 

19,800 

9,000 

23,100 

11,200 

3,800 

54,200 

31,000 

12,800 

Sanitary  facili-  : 

"  ties 

9,000 

5,700 

2,500 

11,300 

5,100 

1,600 

20,300 

11,800 

4,100 

Lighting  system 

8,700 

4,400 

2,000 

9,500 

3,000  • 

600 

18,200 

7,400 

2,600 

'Heating  s^/stem 

S,560 

2,500 

1,000 

1,900 

900 

20':: 

7,400 

3,400 

1,200 

Bathroom,  equipment 

17,700 

8,500 

2,500 

6,350 

2,000 

300  ; 

24,050 

10,500 

2,800 

Laundry  facilities 

5,800 

3,500 

1,700 

•  e,800 

4,100 

1,700  . 

14,600 

7,600 

3,400 

Cooking  facilities 

4,000  • 

2,500 

1,800  : 

17,200 

12,000 

7,200  ; 

21,200 

14,600  . 

9,000 

Landscaping 

14,800 

•9,500 

6,300  : 

•19,500 

12,200 

5,550  : 

34,300 

21,700  : 

11,850 

Electricity: 

Home  plant 

1,700 

600 

250 

100  ': 

150  ': 

2,300  ■ 

700  : 

400 

Power  line 

12,300 

3,900 

1,900  : 

2,450  • 

400  : 

400 

14,750  : 

4,300  . 

2,300 

Built-in-equipment 

6,400 

3,800 

1,600  : 

10,000  . 

2,200  • 

600  : 

16,400  : 

6,000  . 

2,200 

Furnishings 

20,000 

13,500 

11,700  : 

35,200  • 

20,100  • 

11,700  : 

56,200  : 

33,700  : 

23,400 

Kentucky  Suinmary 
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J.  Wm  CONSTRaCTION  iLND  FINANCnJG 


•FARMING  GROUP 

...OUNTAIN  GROUP 

TOTAL  FOR  KENTUCEY 

Is  oonstruction  of  new  house  contemplated 
vri-thin  next  3  years? 

Yes  (Number  of  houses) 
Eo     (Number  of  houses) 
If  so,  Nxuiiber  of  rooms 

Number  of  entries 
Estimated  expenditure 
Number  of  entries 

.  D,UUO 

:  17.300 
4,100 

$3,231,000 
4,100 

Ic. ,  oW 

51, 2-00 
11,600 
$5,354,000 
11,600 

;  58,500 
:  15,700 
$8,585,000 
15,700 

Value  of  repairs  and  improvements  made 
on  present  house  during  the  past  3  yrs. 

Under  $100        (Number  of  farm  houses |  . 
$100  to  $499     (Numbei'  of  farm  houses) 
$500  and  over  (rJujp.ber  of  farm  houses. 

95,000 
5,200 

29,400 

R  son 
2,000 

124,400 
7,200 

Expenditure  for  repairs  or  improvements  contem- 
plated vfithiu  next  12  months 

Total  value  ; 
Number  of  entries 

$3,677,000  ] 
34,000 

$2,798,000 
18,000 

$6,475,000 
52,000 

Is  money  available  from  local  credit  sources  to 

finance  house  construction,  repairs  or  improve- 
ments? 

Yes                    (Number  of  farm  houses) 

41,800 

4,900 

45,700 

Would  you  be  interested  in  borrowing  money  to 
finance  oonstruction,  repa.irs,  or  improvements, 
provided  interest  rate  is  satisfactory  and  pay- 
ments can  be  distributed  over  a  period  of  10  yrs? 

Yes                      (Number  of  fam  houses) 
No                       (N'omber  of  farm  houses) 

21,800 
139,300 

30,300 
35,000 

52,100 
175,100 

How  much  would  you  desire  to  borrow? 

Number  of  entries  (FanTi  houses) 

$3,815,000 
17,500 

$8,600,000 
26,700 

$17,415,000 
44,200 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 


INFORiMATlON  FOR  THE  PRESS 


Release  -  Immediate 


U.  S.  DEPAR 

ORRIOB 


TMENT  OF  AGRICULTURE 

OF  INFORM ATTON 
IBS  SERVICE 


WASHINGTON.  D.  C 

-  FiiHIvi  KOTISIKG  SURVF.y 

(a  .  Civil  Works .  Admi-nistrat  ion  Pi'o  ject ) 


April  10,  1934 


:      °       The  F:'.nn  IIouEiuf:  Survey  is  aT^vil  Works  Administration 
:project,  carried  out  by  the  U.S.  Depprtirent  of  Agriculture  and 
:the  State  Agricultural  Extension  Services,    The  ob.iect  is  to  - 
:pro-ride  the  basic  information  necessary  for  a  pro^'ram  of  im- 
:provement  for  farrr.  homes.    About  300  counties  throughout  the 
;oountry  are  being  covered  by  the  investigators.  


Preliminary  Report  for  Winona  County.  Minnesota 
.  (Subject  to  later  revision} 

Reports  on  1927  farm  houses  surveyed  in  'Winona  County^  i.Iinnesota,  have  now  been  tabulated. 
The  survey  shows  that  1241  of  the  farm  houses  are  occupied  by  the  owners  and  686  of  the  houses  are 
occupied  by  no3»-o-?.Tiers,     There  are  9  log  houces,  62  unpainted  frame  houses,  1642  painted  frame 
houses,  33  stucco  houses,  155  brick  houses,  20  stone  houses  and  6  concrete  houses,    iui  average  of 
7  rooms  per  house  is  shoT.vTi,    There  were  2158  farra  houses  in  this  county  in  1929  and  the  farm 
population  was  10409.     Some  of  the  most  significant  figures  shown  by  the  survey  are  as  follows: 

Condition  of  Hov.ses 

Of  the  1927  farm  houses  surveyed,  complete  replacements,  renevrals,  or  nevr  installations 
and  repairs  were  needed  as  follows; 


Complete  replacement, 
renevrals  or  new- 
installation  needed 


Repairs  or 
alterations 
needed  


Screens 

Roofs 

Paint,. 

Insulat 
Floors 
Interio 
Foundat 


exterior 
ion 

r  walls  and  ceilings 
ions 


469 
399 
389 
330 
163 
153 
149 


240 
168 
524 
167 
254 
464 
374 


Need  for  -ti-dditional  Space 
Space  requirements  were  as  follows : 


Have 

Additional  rooms 

now 

needed 

Bedrooms 

7647 

rooms          ill  rooms 

Bathrooms 

320 

107 

Front  or  side  porches 

1522 

82 

Back  porches 

1160 

81 

Dining  rooms 

1316 

24 

Water 

Fupply  and  Sewr 

ge  Disposal 

now 


New 

installation 


Per  bent  of  fixm  hou s e s 
in  which  new  installation 


needed 

is  needed 

neater  carried  by  hand 

1007 

Hand  pump  in  dwelling 

663 

8 

.4 

Ruiming  water,  cold 

424 

56 

2.9 

Running  water,  hot 

172 

15 

.8 

-'■iiproved  outdoor  toilets 

1608 

improved  -outdoor  toilets 

123 

5 

,3 

Improved  indoor  toilets 

226 

100 

5.2 

Tub  or  shower  baths 

254 

115 

6.0 

Kitchen  sinks  T/ith  drain 

798 

1130 

58.6 

2323-3^ 
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Light  and  Heat 


Itive  TiQiT  ir-3tallation 
now  needed 


Kerosene  or  gasoline  lamps 

1364 

4 

Gas  lights 

68 

2 

Electricity,  home  plant 

240 

36 

Electricity,  power  line 

319 

43 

Central  heating  system 

804 

41 

Refrigeration^  Laundry ^  and  Coo king  Facilities 

Have      New~                Per  cent  of  farm  houses 
now       installation    in  which  new  installa- 
 .needed  tion  is  needed 


Ice  boxes  .      '  171  "5  ,3 

Mechanical  refrigeration  82  7  .  .4 

Washing  machines,  power  1084  124  6.4 

Washing  machines, -hand  269  48  2,5 

Wood  or  coal  cook  stoves  1879  25  1.3 

Kerosene  or  gasoline  stoves  770  45  '  2,3 

Gas  stoves  43  3  .2 

Electric  stoves  21  '  1  .1 


Landscaping  of  House 

.     jjg^^g        iJew  installation 

 ^  now  needed  

Ls.-'/ms  established  1744  183 
Walks  and  drives  891  977 
Fences    720   264 


Relative  Importance  of  Repairs  and  Improvements  'A^anted 

In  answer  to  the  question-     If  $500,  $250,  or  $100  were  available  for  you  to  spend  in 
improving  your  home,  the  following  items  were  mentioned: 


$500 

$250 

$100 

House  repairs  and  improvements: 

Foundation 

181 

143 

102 

Exterior  walls 

534 

483 

351 

Roof 

315 

292 

222 

Chimneys 

130 

105 

76 

Doors,  windows,  screens 

217 

189 

108 

Porches 

299 

223 

117 

Interior  walls,  ceilings,  floors 

610 

530 

364 

Additional  room 

188 

127 

64 

Vfater  system 

454 

311 

152 

Sanitary  facilities 

158  ■ 

104 

36 

Lighting  system 

107 

47 

22 

Heating  system 

183 

100 

44 

Bathroom  equipment 

333 

145 

48 

Laundry  facilities 

83 

62 

38 

Cooking  facilities 

■  36 

23 

17 

Landscr.ping 

35 

21 

13 

Electricity: 

Home  plant 

•56 

19 

6 

Power  -line 

'  '65 

18 

5 

Built-in  equipment 

-  42 

26 

15 

Furnishings 

175 

129 

134 

Vrijjoiia.  County>  liiAnesota  -  3  - 

Ne-w  Construction  and  Financing 


Kumber  of  persons  reporting  contemplated 
construction  of  new  house  T/ithin  next 

3  years  13 

Number  of  rooms  to  be  constructed  (33 

Number  of  entries  12 
Estimated  expenditure  $20,500 

Number  of  entries  10 

Valu^^,'  of  repairs  or  improvements  made  on 

the  present  house  during  the  last  3  years  1,056 
Less  than  $100  309 
$100  to  $4^9  65 
$500  and  over 

Expenditure  for  repairs  or  :lmprovements  con- 
templated within  next  12  months  $29,811 
Number  of  entries  352 

Number  of  persons  reporting  that  money  iS  avail-' 
able  from  local  credit  sources  to  finance  house 
construction,  repairs,  or  improvements  215 

Number  of  persons  interested  in  borrowing  money  to 
finance  construction,  repairs,  cr  Lmprovemient s 
provided  interest  rate  is  satisfactory  and  re- 
payments can  be  distributed  over  a  period  of  10 
years  .  288 

Not  interested  1,639 

Total  sum  desired  '  $91,675 

Number  of  entries  204 


These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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INFORMATION  FOR  THE  PRESS 


U.  S.  DEPARTMENT  OF  AGRICULTURE 

ORRlOe  OF  INFORMATION 
PRESS  SERVICE 


Release  —  Irrinediate 


WASHINGTON,  D.  C 

FiiKv;  HOUSING  SURVICY 
(a  Civil  Works  Administration  Pro,ieot, 


April  27,  1934 


I             The  Fami  Housing  Survey  is  a  Civil  Works  Administration 
:project,  carried  out  by  the  J, S.  Department  of  Agriculture  and 
:the  State  Agricultural  Extension  Services,    The  otject  is  to 
•.provide  the  basic  infomation  necessary  for  a  prograi'a  of  im- 
:provement  for  farm  homes.    About  300  counties  throughout  the 
: country  are  being  covered  by  the  investigators.    This  report 
:on  the  State  of  Florida  is  the  second  State  Summary  to  be 
:issu^a,   ■  ■'   


PRELIt'/ilWARY  REPORT  FOR  THE  STATE  OF  FLORIDA 
(Subject  to  latter  revision) 
Approximately  10  per  cent  of  the  counties  in  each  State,  except  New  York  and  Pennsylvania 
have  been  surveyed.     Of  the  67  counties  in  Florida  8  were  surveyed.    Reports  on  13071  farm  houses 
in  Alachua,  Dade,  Escombia,  Gadsdon,  Leon,  Hillsboro,  Orange,  and  Polk  counties  have  been  tabulated. 
There  were  58,966  fanns  in  Florida  in  1929  and  the  farm  population  was  278,981.    The  total  value 
of  $47,557,616  covering  47,479  farm  houses  in  Florida  was  reported  in  the  1930  Census  of  Agric'ilturt 
Appropriate  weights  have  been  applied  to  the  data  of  each  county  surveyed  in  order,  that  the  results 
may  be  projected  over  the  State  as  a  whole. 

Section  A 


raiTE 

NON-WHITE 

TOTAL  FOR 

Owner 

Non— owner 

Owner 

Non— owner 

STATE' 

Total  number  of 
farm  houses 

31,000 

15,300 

6,200 

4,700 

57,200 

Total  acres  in  farm 

2,416,000 

2,751,500 

189,500 

263,000 

5,620,000 

Number  of  entries 

31,000 

14,100 

6,200 

4,100 

55,400 

Average  acres  per  farm 

78 

195 

31 

64 

101 

Total  acres  tillable  in  farm 

1,170,000 

964,000 

106,000 

129,000 

2,369,000 

Number  of  entries 

31,000 

14,050 

6,200 

4,150 

55,400 

Average  acres  tillable  per 
farm 

38 

69 

17 

31 

43 

■ 

2^39-35+ 
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B,  HOUSE  -  GEl^ffiPAL  INF0R1^,IATI0N 


WON-l/iTTTTF 

^GTAL  FOR  ST^'TS 

Owner 

"f'^on—  owne  r 

Owner 

I'lon— ovmer 

Kind  of  jiouse 

Log 

405 

200 

40 

20 

660 

Earth. 

- 

- 

- 

- 

— 

Frame 

Unpainted 

12,100 

.6,900 

4,475 

3,400 

26,875 

Painted 

16,800 

7,600 

1,615 

1,250 

27,265 

Stucco 

900 

350 

40 

10 

1,300 

Brick 

200 

50 

10 

- 

260 

Stone 

100 

50 

20 

- 

170 

Concrete 

500 

150 

- 

20 

670 

Age  cf  house 

Under  10  years 

12,100 

4,800 

2,200 

1,500 

20,600 

10  to  24  years 

10,200 

5,600 

2,300 

2,100 

20,200 

do  to  49  years 

7,000 

4,000 

1,500 

1,000 

13,500 

50  and  over  years 

1,700 

900 

200 

100 

2,900 

One  story  'louse 

26,200 

13,200 

5,900 

4,400 

49,700 

Ivlore  than  1  story 

4,800 

2,100 

300 

300 

7,500 

Total  number  of  rooms 

164,700 

68,600 

27,800 

16,300 

277,400 

Number  of  entries 

31,100 

15,300 

6,200 

4,600 

57,200 

Average  number  of 

ft  n  OTTi         T~i  VimiQC* 

5.3 

4.5 

'  4.5 

3.5 

A  Q 

4,o 

Total  number  of  rooms 

not  in  use  at  any  time 

of  year 

2,400 

2,400 

220 

400 

5,420 

N'Jmber  of  entries 

1,128 

1,000 

90 

190 

2,408 

Total  n-ornber  of  regular 

occupants 

132,000 

68,700 

29,400 

21,300 

251,400 

Nijmber  of  entries 

31,000 

15,200 

6,200 

4,700 

57,100 

Average  number  of 

occupants  per  house 

4.3 

4.5 

4.7  . 

4.5 

4.4 

Average  number  of 

occupants  per  room 

0,8 

1.0 

1.1 

1.3 

0.9 

C.  CONDITION  OF  HOUSE 


MIITE  NON-O'WIMERS 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  installation 
needed 

Good 

Fair 

Poor 

Foundation 
Walls,  exterior 
Roof 

Chimneys 

Doors  and  "windows 
Screens 

Paint,  exterior 

Interior  walls,  and  ceiling 

Floors 

Stairs 

Insulation 

3,400 
4,300 
4,400 
4,900 
4,400 
3,000 
1,400 
1,500 
1,700 
'800 
500 

3,800 
5,100 
4,700 
3,200 
4,200 
3,200 
2,500 
4,100 
5,400 
650 
.^00 

8,100 
5,900 
6,200 
3,900 
6,700 
4,600 
4,300 
8,800 
8,200 
'800 
600 

5,100 
5,600 
4,700 
3,500 
6,000 
3,600 
2,800 
5,400 
8,000 
650 
100 

4,100 
2,100 
3,700 
3,200 
3,300 
6,100 
7,800 
6,100 
2,800 
400 
4,200 
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C.  COwDITION  OF  HOUSE  (Continued) 


V'/HITE  OVimRS 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  installation 
needed 

Good 

Fair 

poor 

i 

Foundation 

9,700 

7,700 

13,600 

9,600 

5,500 

Walls,  exterior 

12,300 

9,900 

8,800 

9,000 

2,800 

Roof 

11,200 

8,400 

11,400 

8,700 

5,100 

Chimneys 

13,500 

5,500 

5,700 

5,500 

4,600 

Doors  and  "windows 

13,200 

8,400 

9,400 

9,600 

3,900 

Screens 

9,800 

7,000 

7,000 

7,300 

8,900 

Paint,  exterior 

4,700 

6,500 

7,300 

5,900 

13,800 

Interior  walls  and  ceiling 

5,800 

9,600 

14,400 

10,900 

8,900 

Floors 

6,600 

11,300 

13,100 

13,700 

4,000 

Stairs 

2,600 

1,600 

1,100 

1,250 

500 

Insulation 

2,000 

900 

1,200 

300 

7.300 

NON-i/rtfr'tE  O'WFJiJRS  (Number 

of  schedules ) 

Pi-esent  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  installation 
needed 

Good 

Fair 

Poor 

Foundation 

500 

1,000 

4,700 

2,000 

3,000 

Y/alls,  exterior 

700 

1,800 

3,700 

2,600 

1,900 

Roof 

800 

1,100 

4,300 

1,700 

3,000 

Chimneys 

800 

1,300 

2,800 

1,400 

2,700 

Doors  and  windows 

625 

1,350 

4,225 

2,400 

2,600 

Screens 

200 

400 

1,900 

600 

4,000 

Paint,  exterior 

200 

500 

1,300 

500 

3,700 

Interior  walls  and  ceiling 

500 

1,300 

3,400 

2,300 

2,800 

Floors 

400 

1,750 

4,050 

3,000 

2,000 

Stairs 

100 

200 

400 

200 

300 

Insulation 

200 

200 

600 

50 

1.800 

NOK-WHITE  mii 

-OWERS     ( Kumber 

of  schedules ) ^ 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  installation 
/needed 

Good 

Fair 

Poor 

Foundation 
Vfalls,  exterior 
Roof 

Chimneys 

Doors  and  windows 
Screens 

Paint,  exterior 

Interior  walls  and  ceiling 

Floors 

Stairs 

Insulation 

600 
600 
700 
600 
300 
200 
100 
200 
225 
100 
50 

700 
1,200 
900 
600 
1,000 
500 
500 
600 
1,525 
50 
50 

3,400 
2,900 
3,100 
2,100 
3,400 
1,600 
900 
2,500 
2,950 
200 
200 

1,300 
1,700 
1,100 

800 
1,600 
600 
450 
900 
2,300 
100 
50 

2,600 
2,000 
2,500 
2,500 
2,500 
3,300 
3,400 
3,200 
1,900 
200 
2^700 
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C.  CONDITION  OF  HOUSE 
(Concluded) 


TCfl-kL  FOR  STi-TE 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  installation 
needed 

Good 

Fair 

poor 

Foundation 

14,200 

13,200 

29,800 

18,000 

15,200 

Walls,  e^rterior 

17,900 

18,000 

21,300 

18,900 

8,800 

Roof 

17,100- 

15,100 

25,000 

16,200 

15,300 

Ghirnneys 

15,900- 

11,600 

14,500 

11,200 

13,000 

Doors  and  windows 

18,525 

14,950 

23,725 

19,600 

12,300 

Screens 

13,200 

11,100 

15,100 

12,100 

22,300 

Paint,  exterior 

6,400 

10,000 

13,800 

9,550 

28,700 

Interior  walls  and  ceiling 

8,000 

15,600 

29,100 

19,500 

21,000 

Floors 

8,925 

19,975 

28,300 

27,000 

10,700 

Stairs 

3,800 

2,500 

2,500 

2,200 

1,400 

Insulation 

2.750 

1.450 

2.500 

1  500 

16,000 

D.  SPACE  REaUIREIvIENTS 


"MlITir 


Owner 


Non-owner 


Have 

Additional 

Have 

Additional 

now 

,      room  needed 

now 

room  needed 

Bedrooms 

05,500 

11,400 

39,100 

7,300 

Number  of  entries 

30,700 

7,300 

15,100 

4,400 

Living  room 

22,900 

5,400 

8,900 

4,000 

Dining  room 

21,350 

5,400 

8,650 

3,700 

Sitchen 

.  30,100 

850 

14,600 

300 

Work  room 

3,300 

3,150 

1,000 

1,500 

Wash  room  for 

farm  help 

900 

1,000 

200 

500 

Bathrooms 

10,400 

9,400 

3,700 

5,100 

Halls 

9,800 

300 

4,000 

160 

Basement 

700 

150 

200 

50 

Closets 

41,050 

40,500 

14,750 

25,100 

Number  of  entries 

16,800 

17,400 

6,400 

9,000 

Front  or  side  porch 

25,800 

2,400 

13,200 

1,400 

Back  porch 

21,900 

4,700 

10,000 

2,800 

Storage  space  for  fresh 
fruits  and  vegetables 

6.700 

5j.900 

2  J.  400 

3,500 

D.  SPACE  IliSaUIRICIviEl.TrS  (Concluded  1 


Ovrner 


NbN-Y^IITE 


Bedrooms 

Number  of  entries 
Living  room 
Dining  room 
Kitchen 
Work  room 
Wash  room  for 

farm  help 
Bathrooms 
Halls 
Basement 
Closets 

Number  of  entries 
Front  or  side  porch 
Back  porch 

^^oi'age  space  for  fresh 
_fruits  and  vegetables 


Have 
now 


15,500 
6,200 
3,000 
2,900 
5,900 
300 

80 
400 
1,000 
10 
1,550 
900 
4,700 
2,900 

400 


Additional 
room  needed 


Non-OT.Tier 


3,500 
1,900 
1,300 
1,300 
100 
1,600 

600 
2,300 
50 
50 

11,400 
3,600 
800 
1,900 

1.500 


Have 
now 


9,000 
4,500 
1,500 
1,J00 
4,350 
200 

20 
100 
300 
10 
650 
400 
3,000 
1,500 

100 


Additional 
room  needed 


3,000 
1,800 
1,900 
1,900 
1,500 
1,100 

300 
1,900 

10 

8,400 
3,200 
1,100 
1,900 

1,400 


,  ,  now 
149,1' 


TOTAtL  -FOR-  STATE 
Have 


.00' 
56^600 
36,300 
34,000 


54,950 
4,800 

1,200 
14,500 
15,100 
920 
58,000 
24,500 
47,700 
36,300 


Additional 
room  needed 


25,200 
15,400 
12,600 
12,300 
2,750 
7,350 

2,400 
18,700 
520 
250 
85,400 
33,200 
5,700 
11,300 


9.600    j  13.300 
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E,  WATER  SUPPLY  AND  SEYOIGE  DISPOSAL 


State  of  Florida 


Owner  | 

Non-owner 

Lave 

Repairs  or 

JMuw  mstaJf 

Have 

Repairs  or 

New  instalr-- 

now 

alterations 

j."'vXon 

now 

alterations 

r.-T  1  •  i5. 

needed 

needed 

needed 

needed 

"■  "  •  •  ' 

ViCJ — UJ.  XJ — UU-U.    Ux      U,X  JlVCXI 

16,900 

800 

600 

8,800 

500 

A  AA 
•400 

10,400 

1,400 

OOO 

5,100 

1      A  AA 

1,400 

DAA 

1,300 

30 

30 

1 ,  000 

30 

W  J.  w  V  J-J. 

350 

20 

10 

70 

"1  A 
10 

200 

— 

250 

Distance  ("total  feet ) 

3,429,000 

2,909,000 

Inrnibcr  carrying  water 

i / , UUU 

- 

y ,  yuo 

5,200 

100 

T    c  r\f\ 

1,  500 

2,000 

A 

40 

"1     T  AA 
1,  XUU 

Piped^  cold 

9,  600 

150 

5,000 

d,oOO 

IdO 

0    "7  AA 
C  ,  /  OU 

Pi  T  f^-'^     h  ot 

3, 900 

T  ^^^^ 
100 

J  J  /OO 

1 ,  lOO 

AA 

•3    "!  AA 
0 ,  XUU 

Sanitary  facilities  s 

Outdoor  toilet 

^jji  xvy  ;  • 

OAA 
D  ,  (lUU 

Trim  "P  o  VP  d 

2  ,  500 

250 

9,000 

1,  JOO 

1  AA 

xoo 

■—^  -Li.  J«i  Ji      X   W  V  VJ. 

22,300 

10,400 

Indo  or ; 

Chemi  c-p,  1 

w  4.x  's.'l.  14  J.,  W  CJj-1~ 

110 

30 

30 

c: 
D 

Flush. 

7,200 

50 

5,900 

2,700 

*1  0  A 

120 

0    "7  AA 
2,  /OO 

T^P  t  riT*n  nrn    "f  n  "v+ii  yri  a  • 

Tub 

R  nno 

O  ,  \J\J\J 

1  on 

2  600 

40 

3  200 

Sh  OTiVPT* 

2,200 

30 

1,300 

'700 

40 

'630 

Lavatory 

7,200 

50 

5,600 

2,400 

50 

2,700 

Kitchen  sink  with  drain 

9,800 

250 

7,000 

3,550 

120 

4,000 

Disposal  of  sewafje: 

Septic  taiik 

5,800 

70 

5,300 

1,900 

10  . 

2,300 

Cesspool 

2,000 

50 

3,400 

850 

30 

1,900 

Stream 

350 

50 

200 

Surface 

6,300 

2,800 

E.  \\:&.TER  SUPPLY  i^J^D  SE'ffAGE  DISPOSAL  (Continued) 


Ovmer 


'on-'-O^'mer 


Have 
now 


Repairs  or 
alterations: 


Nevj-  inst; 

Ivt.l^n 

.•np„p,di.=:d 


1'- J  Have 
now 


Repairs  or 
alteration; 
needed  


New  instal— 
lati-^n 


oource  of  water 

"IVell,  drilled  or  driven 
Well  dug  or  bored 
Spring 
Cistern 
Stre.?in 
Water  supply  for  house; 
Carried 

Distance  (total  feet) 
Number  carrying  -vrater 
Hand  pump  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet 

(privy); 
Improved 
Unimproved 
Indoor: 
Chemical 
Flush 
Bathroom  fixtures; 
T\ib 

Shower 

Lavat  ory 
Kitchen  sink  mth  drain 
Disposal  of  sewage; 

Septic  tank 

Cesspool 

Stream 
.  Surface 


3,400 
1,900 

700 
10 
100 


2,279,000 
5,600 

300 
400 

20 


400 
4,800 

250 

150 
5 

160 
200 

150 
5 

100 
3.200 


300 
300 
30 


4U 

10 


110 
50 

30 
5 


200 
200 
10 


1,900 


1,600 


1,800 

1,900 
150 
1,850 
2,300 


1,800 

200 


3,200 
1,000 

300 

100 


1,854,000 
4,000 

m 
10 


200 

3,700 

200 

50 
100 
100 
150 

150 
5 
40 
2.700 


100 
200 
60 


400 
100 
10 


10 


30 


800 
1,500 

1,700 


1,700 


1,600 

1,600 
200 
1,500 
2,400 

1,500 

800 
30 


^  6  *» 


State  Flrrida 


E.  "A^-TER  SUPPLY  iuJD  SEWAGE  DISPOSAL 
(Concluded) 


! 

■TOTAL  FOR  STATE 

^ItJ*  V  \j  Xx\J\i 

Repairs  or  alter- 

New installation 

ations  needed 

needed 

Source  of  water: 

V-'ell,  drilled  or  driven 

34,300 

1,700 

1,600 

Vrell  dug  or  bored 

18,400 

3,300 

1,700 

Spring 

3,300 

150 

50 

Cistern 

430 

20 

20 

Stream 

650 

— 

iVater  supply  for  house: 

Carried 

Distance  (total  feet) 

10,471,000 

— 

- 

Huinber  carrying  vra-ter 

36,500 

_ 

Hand  pump  in  dwelling 

7,800 

200 

3,850 

Piped,  cold 

14,200 

330 

10,900 

Piped,  hot 

5,030 

170 

12,400 

Sanitary  facilities: 

Outdoor  toilet 

(pri^r^): 

Improved 

4,500 

490 

17,500 

Unimproved 

41,200 

Indoor: 

Chemical 

140 

35 

Flush 

10,350 

220 

12,00(*) 

Bathroom  fixtures: 

Tub 

10,800 

140 

12,800 

ShoY/er 

3,005 

70 

2,280 

Lavatory 

9,860 

100 

11,650 

Kitchen  sink  mth  drain 

13,700 

400 

15,700 

Disposal  of  sewage: 

Septic  tank 

8,000 

85 

10,900 

Cesspool 

2,860 

80 

5,300 

Stream 

690 

110 

Surface 

15-000 

_ 

F.  LIGHT  jU^D  HEAT  (Number  of  farm  houses) 


MITE 

Ot'naer 

IT  on— owner 

Have 

Repairs  or 

A'CW  instal-— 

Have 

Repairs  or 

New  insta.l".... 

now 

alterations 

lation 

now 

alterations 

■-■-.".tion 

needed 

needed 

needed 

needed 

Lighting: 

Kerosene  or 

gasoline  lamps 
Acetylene 
Piped  gas 
Electric: 

22,000 

500 
120 

100 
20 

900 

25 
10 

12,650 
100 
10 

50 
10 

1,000 

Home  plant 

1,900 

300 

1,000 

400' 

40 

330 

Power  line 
Distance  from 

7,300 

50 

2,300 

2,700 

80 

1,440 

power  line (miles) 

155,000 

77,400 

Num.ber  of  entries 
Heating: 

25,500 

12,900 

Fireplaces 

21,900 

4,300 

2,950 

10,400 

2,800 

2,000 

Stoves 

Circulating  heater 

8,200 
700 

220 
30^ 

900 
1,000 

3,700 

80 

100 
20 

800 
350 

Pipeless  furnace 
Piped  warm  air. 

80 

40 

10 

10 

steam,  or  water 

furnace 

130 

40 

30 

20 

-  7  -  State  cf  Flcrida 

F,  LIGHT  AM)  HEAT  (C'^^.oluded) 


HOIwWFITE 


TOTAL  FOR 


Ovmer 

Non-irfwner 

....STATE 

Have 

Repairs 

New  in- 

Have 

Repairs 

New  ir> 

""""^ve 

Repairs  1 

New  in- 

nw 

or  alter- 

stal.—- 

now 

cr  alter- 

stal-r-- 

now 

or  a,lter-i 

stal  - 

ations 

I-atiion 

ations 

at  inns  fs^-s^n 

needed 

needed 

needed 

needed 

needed  I 

needed 

Lighting: 

Kerospn?^  or 

1 

gasoline  lamps 

5,800 

200 

4,450 



200' 

44,910 

2,300 

Acetylene 

_ 

_ 

600 

150  \ 

25 

Piped  gas 

130 

30 

10 

Electric: 

Home  plant 

15 

290 

30 

580 

2,345 

340 

2,200 

Power  line 

490 

60 

1,300 

230 

10 

1,150 

10,720 

200 

6,190 

Distance  from 

power  line (mil^s ) 

29,200 

- 

_ 

15,200 

276,800 

Number  of  entries 

5,740 

- 

4,460 

48,600 

Heating: 

Fireplaces 

3,700 

1,150 

2,400 

2,040 

700 

2,000 

33,040 

8,950 

9,350 

Stoves 

500 

50 

140 

870 

30 

270 

13,270 

400 

2,110 

Circu.lating  heater 

5 

20 

7Q0 

50 

1,375 

Pipeless  furnace 

90 

50 

Piped  warm  air, 

Steam,  or  watT 

furnaop 

5 

5 

165 

i  - 

65 

G.  REFRIGERATION, 

LilUl'JDRr, 

Ai\iD  COOKING  FACILITIES 

Number 

of  farm 

houses ) 

VvTIITE 

Owner 

Non- corner 

Have 

Repairs  or 

New  instajr^  - 

Have 

Repairs  or 

New  install  - 

now 

alterations 

.Ir-tion 

now 

alterations 

l-.tinn 

needed 

needed 

needed 

needed 

Refrigeration: 

Ice 

14,950 

600 

4,800 

6,100 

300 

3,800 

Mechanical 
Laundry : 

Where  done : 

2,700 

300 

1,100 

400 

300 

Out-of-doors 

25,600 

13,500 

In  kitchen 

800 

25 

400 

25 

In  basement 

70 

20 

10 

In  special  room 

on  same  level 

with  kitchen 

2,100 

20 

5,200 

600 

20 

2,850 

Eq.uipment : 
Fixed  tubs 

600 

6,900 

100 

3,000 

Power  machine 

1,800 

70 

1,500 

380 

25 

1,550 

Hand  machine 
Cooking  facilities: 

530 

190 

2,300 

200 

10 

1,600 

Woed  or  coal 

22,300 

1,600 

2,100 

11,600 

800 

1,400 

stoves 

Kerosene  or  gas 

stoves 

11,000 

350 

1,900 

4,600 

150 

1,100 

Gas  stoves 

500 

20 

90 

10 

Electric  stoves 

1,200 

40 

400 

!  200 

10(. 

80 

_  8  -  State  of  Florida 

G,  REFRIGERATIOii,  LjIUMDRY,  isJTO  COOKING  FACILITIES  (Concluded) 


Refrigeration: 

Ice  2,200 
iviechanical  10 
Laundry : 

T'Jliere  done: 

Out-of-doors  6,000 
In  kitchen  400 
In  haseraent 
In  special  room 
on  same  level 
•vri-th  kitchen  70 
/•ICquxpnent : 

Fixed  tuhs  10 
Power  machine  20 
Hand  machine  20 
Cooking  facilities: 
•/food  or  coal 
stoves  5,500 
.Terosene  or  gas  j 

stoves  700 
Gas  stoves 
Electric  stoves 


Ovmer 


Have 
now 


Repairs 
or  alter- 
ations 
needed 


400 


900 
200 


Hew  in- 

stal-- 

Ir.tirfon 

needed 


1,600 
70 


'  TOTAL  -FOR  -STx^T-E 


Have 
now 


300 

2,000 

50 

200 


1,450 


4,500 
100 


30 
20 
50 


1,100    i  4,000 


300 
10 
20 


500 
10 


■jQTi- owner 


Repairs  'j  riew  in- 1  Have 
or  alter-i  stal--  I  now 
at  ions  |  is-tdon  I 
needed  needed 


100 


300 
100 


1,800 
30 


10 


1,150 

1,500 

200 
300 


800 
300 


Repairs 
or  alter- 
ations 
needed 


24,700 
3,110 


49,600: 
00 
70 


1,700 


2,800 

730 
2,200 

800 


43,400 

16,800 
500 
1,400 


1,400 
300 


40 


100 
200 


3,600 

800 
50 


Kew  in- 
stall- 
I-tLon 

needed 


12,000 
1,500 


50 
40 


9,500 

13,500 
3,300 
4,400 


5,400 

3,600 

40 
500 


H.  L/u>!DSCiiPIivIG  OF  HOUSE  (Number  of  farm  houses) 


VffllTS 


Owner 

I>Jon-o-vmer 

Have 

Repairs  or 

New  instal'l- 

Plave 

Repaii's  or 

Kew  instal.--- 

now 

alterations 

Ir/ti-on 

noT/ 

alterations 

•l'r.tion 

needed 

needed 

needed 

needed 

Yard: 

Surface  drainage 

away  frem  house 

27,800 

1,800 

1,300 

13,500 

1,300 

1,100 

Lawn  established 

12,000 

3,900 

10,800 

4,600 

2,300 

6,700 

Plantings 

19,000 

6,000 

7,300 

6,750 

3,000 

5,700 

Vfalks  and  drives 

9,000 

3,100 

12,500 

3,200 

1,300 

7,300 

Fences 

17,300 

8,300 

5,300 

7,500  i  4,050 

3,000 

H.  MKDSCiiPrNG  OF  HOUHE  (;\'umber  of  farm  houses)  (Concluded] 


ij  O/mer 

on— ovmer  1 

i  Have 
1  now 
i 
i 

Repairs 
or  alter- 
ations 
needed 

New  in- 
stal 
IwtioJi 
needed 

Have 
now 

Repairs 
or  alter-: 
at ions 
needed 

i^ew  in-  1 
stal-- 
Ir.tian 
needed 

Have 
now 

Repairs 
or  alter- 
ations 
needed 

l'.e\T  in- 
stal'— 

I'r.t  ion 
needed 

Yard: 

Surface  drainage 

awa;;''  from  house 

La™  established 

Plantings 

'.'Talks  and  dri.ves 

Fences 

5,200 
1,400 
3,050 
1,000 
2,700 

600 
700 

1,200 
500 

1,800 

500 
2,500 
1,700 
'  3,000 
!  1,200 

3,800 
900 

1,500 
800 
!  1,100 

500 
500 
500 
400 
700 

600 
2,800 
2,400 
2,700 

800 

50,400 
18,900 
30,300 
14,000 
26,600 

4,200 
7,400 

10,700 
5,300 

14,850 

3,500 
22,800 
17,100 
25,500 
10,300 

i 


-  9  -  State  rf  Florida 

I.  PJCMTIVE  r.CPORTiUICE  OF  IMPAIRS  A.ND  EvIPROYEIviE^TrS  V.^Li^TED 
(Number  of  farm  houses) 


WdlTE 


'(Jwner   Non-owier 


$500 

$250 

$100 

$500 

$250 

$100 

House  repairs  and 

improvements : 

Foundation 

4,400 

2,400 

2,000 

2,100 

1,150 

900 

Exterior  walls 

9,800 

6,300 

4,000 

3,700 

2,200 

1,600 

Roof 

9,100 

7,600 

6,700 

3,650 

3,100 

2,700 

Chimneys 

3,500 

1,900 

1,300 

1,900 

1,140 

870 

Doors,  -windows, 

screens 

8,850 

5,000 

4,500 

4,650 

3,520 

2,850 

Porches 

5,000 

2,900 

1,800 

2,400 

1,400 

900 

Interior  walls. 

ceilings. 

floors 

11,900 

8,400 

5,200 

5,500 

3,900 

2,700 

Additional 

room 

6,500 

4,300 

2,650 

2,600 

2,000 

1,350 

Water  system 

9,400 

5,500 

3,400 

3,600 

2,200 

1,400 

Sanitary  facilities 
Lighting  system 

5,100 

3,100 

1,800 

2,100 

1,400 

1,000 

3,100 

1,300 

570 

1,500 

600 

300 

Heating  system 

650 

380 

170 

300 

150 

100 

Bathroom  equipment 

7,600 

3,700 

1,850 

2,900 

1,600 

870 

Laundry  facilities 

850 

300 

150 

540 

200 

180 

Cooking  facilities 

900 

580 

320 

330 

370 

570 

Landscaping 

1,600 

850 

470 

600 

270 

170 

Electricity: 

Home  plant 

1,030 

300 

240 

300 

100 

50 

Power  line 

2,150 

1,100 

630 

950 

480 

320 

Built-in-equipment 

1,600 

640 

290 

680 

320 

160 

Furnishings 

2,550 

1,550 

1,000 

1,200 

920 

1,000 

I  PuEL;.Tj:VE  Xi.lFORTJJ^TCE  OF  IMPAIRS  Ai'D  I;I?R0VE.,1^1jTS  "fcllOTEB 

(Concluded) 


Owner 


NO]:I-tVKITE 


i\!on-oivner 


$500 

$250 

$100 

$500 

$250 

$100 

$500 

$250 

$100 

House  repairs  and 

improvement  s : 

Foundation 

2,000 

1,500 

1,300 

750 

520 

500 

9,250 

5,570 

4,700 

Exterior  walls 

2,000 

1,500 

1,000 

730 

560 

500 

16,230 

10,560 

7,100 

Roof 

2,600 

2,350 

2,350 

1,000 

870 

960 

16,350 

13,920 

12,710 

Chimneys 

1,250 

900 

600 

590 

360 

440 

7,240 

4,300 

3,210 

Doors,  windows. 

screens 

2,350 

1,800 

1,060 

1,100 

750 

630 

16,950 

12,070 

9,040 

Porches 

1,600 

1,000 

000 

700 

380 

250 

9,700 

5,680 

3,750 

Interior  walls. 

ceilings. 

floors 

2,300 

1,600 

900 

1,300 

920 

580 

21,000 

14,820 

9,380 

iidditional 

room 

1,500 

800 

400 

780 

450 

260 

11,380 

7,550 

4,660 

Water  system 

1,100 

650 

600 

570 

350 

300 

14,670 

8,700 

5,700 

Sanitary  facilities 

750 

450 

500 

360 

200 

150 

8,310 

5,150 

3,450 

Lighting  system 

150 

30 

40 

220 

120 

80 

4,970 

2,050 

990 

Heating  system 

70 

30 

30 

120 

90 

60 

1,140 

650 

360 

Bathroom  equipment 

1,400 

590 

130 

560 

270 

60 

12,460 

6,160 

2,910 

Laundry  facilities 

170 

30 

10 

100 

30 

20 

1,660 

560 

360 

Cooking  facilities 

170 

80 

110 

70 

50 

20 

1,470 

1,080 

1,020 

Landscaping 

180 

50 

40 

40 

10 

2,420 

1,170 

690 

Electricity: 

Home  plant 

140 

40 

40 

30 

20 

1,500 

460 

33C 

Power  line 

900 

210 

70 

280 

60 

20 

4,280 

1,850 

1,090 

Built-in-equipment 

70 

30 

20 

80 

50 

60 

2,430 

1,040 

530 

F-ornishings 

350 

130 

100 

140 

10 

40 

4.240 

2.610 

2.140 

TOTAL  FOR  ST.'TE- 


_  ::r'  _  state  of  Fieri  dp, 


J.  isIEvT  COFSTRUCTICN  j\I:D  FINjUICING 


i  \m 

NOF 

.  T0T.1L  FOR 

,  O^vner 

1 1  on- owner 

'Dwner 

iTon-owne[r  ST^iTS 

Is  construction  of  new  house  contemplated 
Trithin  next  3  j'ears? 
Yes     (Nimber  of  liouses) 

4,900 

2,600 

500 

1,100 

9,100 

i'o      (•aun'ber  of  houses) 

- 

- 

If  so,  ilurnber  of  rooms 

6,400 

3,100 

700 

900 

11,100 

.  ■.y:;l->er  of  entries 

1,400 

600 

160 

200 

2,360 

Ilstiinated  e';rpenditui'e 

1, 

274,300 

634^900 

58,050 

113,450 

2,080,700 

:':i.ir ber  of  entries 

1,000 

500 

100 

200 

1,800 

Value  of  rep-.irs  and  improvements  made 
on  present  house  during  the  past  3  yrs, 

!!nder  yiOO      (I'uiaber  of  fan:i  houses) 

9,400 

4,900 

1,300 

700 

16,300 

$100  to  $499  (Kvunber  of  fam  houses) 

4,900 

1,300 

300 

100 

6,600 

$500  and  over (I'lumber  of  farm  houses) 

2,000 

300 

70 

30 

2,400 

Expenditure  for  repairs  or  improvements  con- 
teraplated  "within  ne^rt  12  months 
Total  value 

1. 

088,800 

449,800 

loy , JUU 

38,600 

1,746,500 

Number  of  entries 

4,800 

1,400 

1,300 

400 

7,900 

Is  money  available  from  local  credit  sources  to 

finance  house  construction,  repairs  or 
improvements? 

Yes                  (Number  of  farm  houses) 

4,200 

1,700 

400 

700 

7,000 

Would  you  be  interested  in  borro-vving  money  to 
finance  construction,  repairs,  or  improvements, 
provided  interest  rate  is  satisfactory  and  p3.y- 
ments  caji  be  distributed  over  a  period  of  10  yrs"; 
Yes                  (Number  of  farm  houses) 

11,000 

2,500 

3,800 

1,100 

18,400 

No                    (rlumber  of  farm  houses) 

15,400 

9,350 

1,800 

2,600 

29,150 

How  much  woiild  you  desire  to  borrow? 

Kijiuber  of  entries  (Farm  houses) 

7, 

220,600 
10,500 

1,005,400 
2,250 

3,6C0 

555,300 
1,000 

13,178,300 
17,350 

These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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Release  -  Iirmediate 


¥-Mi  HOUSEJG  SITRVSY 
(a  CiTi-1-  Works  Administration  Pre  ject , 


April  28,  1934 


~:             The 'F-arm -Housing  Survey  is  a  Civil  A'orks  Administration' 
:project,  carried  out  "by  the  U.S.  Department  nf  Agriculture  and 
:the  State  Agricultural  ii^xtension  Services,    The  object  is  to 
:provide  the  "basic  information  necessary  for  a  program  '^f  ira- 
rprovement  for  farm  homes.    About  300  counties  throughout  the 
:country  are  being  covered  by  the  investigators,  


Freliminary  ..eport  for  Randolph  County,  Vfest  Virgj-nia 
(Subject  to  Later  Revision,! 

Reports  on  1908  farm  houses  surveyed  in  Randolph  County,  7.'est  Virginia,  have  now  been 
tabulated.    There  are  210  log    houses>  1  earth  house,  763  unpainted  frame  houses,  900  painted 
frame  houses,  8  stucco  houses,  22- brick  houses,.  1  stone  house,  and  3  concrete  houses.    There  are 
1323  houses  which  have  more  than  one  story,    iji  average  of  5  rooms  per  house  is  sho-vm.  There 
were  1755  houses  in  this  county  in  1929  and  the  farm  popula.tion  T/as  10,099,     Some  of  the  most 
significant  figures  sho^vn  by  the  survey  are  as  follo'^.Ts: 

Condition  of  ,'ouse 

Of  the  1908  houses  surAJ-eyed,  replacem.ent s ,  renewals,  or  new  installations  and  repair^  were 
needed  as  follows: 


Com.plete  i-eplacement , 
renewals,  or  new 
installation  needed 


Repairs  or 
alterations 

needed 


Screens  970 

Paint,  exterior  825 

Chimneys  -  -  .  .  437 

Roofs  388- 

interior  vralls  and  ceilings  359 

Foundations  ...  .347 

Insulation  328 

Floors           -  .  .321 


277 
244 
126 
463 
571 
417 
19 
374 


Feed  for  -..dditional  Space 
Space  requirements  were  a.s  follovrs 


Have 

Additional 

Per  cent  of  faim 

now 

rooms  needed 

houses  in  which 
additional  rooms 
VJTC  needed 

Bedrooms 

5510 

rooms      899  rooms 

27.7 

Storage  space  for  fresh 

fraits  and  vegetables 

1052 

735 

38.5 

Back  porches 

983 

569 

30.9 

Front  or  side  porches 

1295 

448 

23.5 

Dining  rooms 

852 

241 

12.6 

Bathroom.s 

130 

351 

13.4 

2^5+2-3^ 


Randolph  County,  7/est  Va.  -  Z  ~ 


'i'jater  S' 

upply  and  Scz-rage 

Disposal 

Have  noV 

Jew  installat: 

1-,.  

ion  Per 

needed 

cent 

".Vater  carried  b;/  hand 

1496 

— 

Hand  pump  in  dvrclling 

196 

810 

42.5 

Running  -/rater,  cold 

245 

442 

23.2 

Running'  water,  hot 

74 

355 

18.7 

Unimproved  outdoor  toilet 

s  1595 

-Improved  outdoor  toilets 

43 

1442 

75.6 

Iniproved  indoor  toilets 

93 

417 

21.9 

Tub  or  shovrer  baths 

112 

423 

22.2 

Kitchen  sink  "v/ith  drain 

1079 

,55,5   

   -  ■  -. 

Light "  and  "leat 

"ikwc  no'A"  -- 

Rijvv  iiis.tallation 

needed 

ICerosens-  or  ■.;asoliiie  Ipjn-;^ 

s  .  159i^ 

81 

Gas  light's 

94, 

13 

.Electric  1  i ght  s  : 

'   .HoiTie  plant       ,  ■ 

65 

37 

l-'o-./er  line 

 92  ••  ■ 

146 

Firsp laces 

327 

4 

St  ove  s 

1685 

239 

Central  heating  system 

.-   113    -  ■ 

164 

Ref  rigerr.tion. 

Laundrv".  and  Co 

oking  Facilities 

Have  no'..' 

'rlew  install 

at  ion 

needed 

Ice  b67.es 

74      *  - 

8 

Mechanical  refrigeration 

19 

94. 

V.ashing  machines,  po^.-er 

148 

419 

vTashing  machines,  hand 

199 

436 

.'.ood  or  coal  cook  stoves 

  1792 

213 

Zcrosene  or  rfasoline  -stoves.  27 

2 

Gas  stoves 

lio 

8 

Electric  stoves 

1 

1 

Landscaping  of  House 

Jiave  noT.'- 

-  Re't/  installat 

1  on 

needed 

Lavms  established 

1555 

300 

vvalks  and  drives 

425 

1039 

Fences 

12  5  B 

677 

Relative  Importance 

of  .'Repairs  and 

Jjrap  r  0  veme  nt  s  'A- a 

nted 

'  $50(^ 

3;:^bO 

■  51.00 

House  repairs  and  iinprova 

meat  s : , 

Foundation 

.  386 

313 

261 

Ezterior  iJt'.lls 

803 

667 

492 

Roof 

■565- 

  497 

461 

Chimneys 

230 

165 

92 

Doors,  mndovrs,  screen 

£  397 

307 

206 

Porches 

505 

353 

197 

irterior  -vTalls,  ceiling's,  floors  697 

.  537 

409 

Additional  room 

390 

259 

146 

Water  system 

.  490 

•  294 

135 

Sanitary- facilities 

■  162 

69 

31 

Lighting- system 

71 

37 

19 

Heating  system 

75 

33 

15 

iJathroom  eq\;ipment 

•  309 

132 

37 

Laundry  facilities 

-132  - 

.67  , 

32 

Cooid.ng  facilities 

85 

50 

31 

Landscaping 

225 

126 

81 

Electricity : 

Home  plant 

58 

10 

4 

Ro\Ter  line 

124 

41 

14 

Built-in-equipment 

90 

53 

28 

Furnishings 

23a 

119 

74 

Randolph  County,  V/,  Va, 


-  3  - 


Cuestions  regarding  ne-w  construction  and  availabilitj''  of  local  credit  sources  to  finance 
construction  contained  on  the  questionnaire  were  answered  iDy  the  occupants  as  follows: 

New  Construction  and 


Kumber  of  persons  reporting  conterrplated  consti'uction 

of  new  house  7rithin  nexc  3  years  73 

ilumber  of  rooms  to  be  constructed  352 

Number  of  entries  68 

Estimated  expenditure  $52,235 

rlumber  of  entries  71 

Value  of  repaii'S  or  improYements  made  on  the  present 
".Ijiouse  during  the  last  3  years: 
Less  than  $100  '  1568 

$100  to  $499  252 
$500  and  over  38 

Expenditure  for  x-epairs  or  irnpi-ovcments  contemplated 

'vvathin  next  12  months  $53,452 
Number  of  entries  .  434 

Number  of  persons  reporting  that  money  is  available 
from  local  credit  sources  to  finr.nce  house 

construction,  repairs,  or  improvements  435 

rRHTiber  of  persons  interested  in  borrowing  money  to 
finance  construction,  repairs,  or  ioBprovements 
provided  interest  rate  is  satisfactory  and 

repayments  can  be  distributed  over  a  period  of  10  years  370 
Not  interested  1^501 

Total  sum  desired  '  $152,585 

Number  of  entries  .  355 


These  are  all  preliminary  data,  subject  to  revision  before  the  data  are  published. 
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WASHINGTON.  D  C 

FAHvI  HOUSIx:g  SURVEY 
(a  Civil  Works  Administration  Project) 


April  2B,  1934 


:  The  Farm  Housing  Survey  is  a  Civil  Works  Administration: 
:project,  carried  but  liy  the  U.S.  Department  of  Agriculture  and: 
:the  State  Agricultural  Extension  Semrices.  The  object  is  to  : 
":provids  the  basic  information  necessary  for  a  program  of  im-  : 
:prnvement  for  farm  homes.  About  300  counties  throughout  the  : 
; country  are  being  covered  by  the  investigators.  : 


Preliminary  Report  for  Monongalia  County,  '/fest  Virginia 

(Subject  to  later  revision)     ~  .»  . 

Reports  on  2041  farm  houses  surveyed  in  Monongalia  County,  7vest  Virginia,  have  now  been 
tabulated.    There  are  111  log  houses,  459  unpai.nted  frame  houses,  1389  painted  frame  houses,  6 
stucco  houses,  51  brick  houses,  8  stone  houses,  and  17  concrete  houses.    The  reports  shew  580 
houses  which  have  one  story  and  1461  houses  which  have  more  than  one  story,    Sm  average  of  5  rooms 
per  house  is  shown.     There  were  1584  farms  in  this  county  in  1929  and  the  farm  population  was 
3417.     Some  pf  the  most  significant  figures  shown  by  the  survey  are  as  follows: 

Condition  of  House 

Of  the  2041  fam  houses  surveyed,  replacements,  renewals,  or  new  installations  and  repairs 
vrere  needed  as  follows: 


Complete  replacement, 
renewals  or  new 
installation  needed 

Repairs  or 

alterations 

needed 

Screens 

944 

361 

Paint,  exterior 

902 

'290' 

Foundations 

779 

500 

Roofs 

272 

582- 

Interior  walls  and  ceilings 

169 

■■     811  , 

Floors 

162 

432 

Doors  and  windows 

182 

682 

Need  for  Additional  Space 
Space  requirements  were  as  follows : 


Have  Additional  Percent  of  farm  houses  in 
now       rooms  which  additional  rooms 


Bedrooms  ~ 
Storage  space  for  fresh 
fruits  and  vegetables  : 
Work  rooms 

Living  rooms  ; 
Front  or  side  porch  ! 
Dini:-.g  rooms  ; 
Back  porches  ; 


21+1+1-3^ 


1 


Monongalia  County W.  Va. 


2  - 


Water  Supply  and  Sfe^tage  Disposal 


Have 


ins^;  c^llati'c 


~er  -'ife^.t'' &f- houses  m  which. 


now 

needed 

nevT  installation  is  j 

__  — _  ,  ,   

ivater  carried  oy  hand 

1418 

Hand  pump  in  dwelling 

292 

944 

46.3 

Running  -/rater,  cold 

414 

190 

9.3 

Running  water,  hot 

222 

223 

10.9 

Unimproved  outdoor  toilets 

1748 

improved  outdoor  toilets 

65 

1656 

81,1 

Improved  indoor  toilets 

222 

122 

6,0 

Tub  or  shower  baths  , 

252 

96 

.  V..;;  ::\  4.7 

Kitchen  sinks  with  drain 

930 

977 

47.9 

"   .            ; ^  Xdght, 'and'EeaS^  \  ^  ■ 

Have-  T-ow:-,  - 

Kew  installation 

needed 

Kerosene  or  gasoline  lamps 

:  95'^ "  ;  ■ 

■         .    i  ' 

Gas  lights 

592  . 

.■         -^^    -  '  ^-  ^ 

Electric  lights:  ' 

Home  plant 

35 

3 

Power  line 

■  .  ,  487  . 

117 

Fireplaces ' .  ■ 
Steves  * 

"      1173  "    ■  ' 

5 

1072 

7 

Central  heating  system    ■  ■  .  ■ 

323 

,  1365 

Refrigeration,  Laundry,  and  Cooking  Facilities 


Have  now      ,  New  installation 


Ice  boxes 

254 

Z7 

Mechanical  refrigeration 

79 

7 

A'ashing  machines,  power 

679 

708 

Washing  machines,  hand 

155 

-  -286 

V\^ood  or  coal  cook  stoves 

1634 

34 

Kerosene  or  gasoline  stoves 

63 

1 

Gas  stoves 

646 

 5 

Electric  stoves  . 

17 

Landscaping 

of  House 

Have 

now 

New  installation 

needed 

Lawns  established  1641 

339 

Walks  and  drives  881 

1070 

Fences  1208 

469 

Relative  Importance  of  Repairs  and  Improvements 

Wanted 

$500 

$250 

$100 

House  repairs  ajjd  improvements: 

. Foundations 

289  ■ 

210 

168 

Exterior  walls 

677 

561 

413 

Roof 

457 

400 

355 

Chimneys 

129 

98 

73 

Doors,  "VTindows,  screens 

282 

200 

168 

Porches 

402 

272 

177 

Interior  walls,  ceilings,  floors 

456 

364 

296 

Additional  room 

428 

263  - 

151 

Water  system  , 

452   ..  . 

306 

-  174 

Sanitary  facilities 

92  ; 

62 

.-■  47 

Li ght ing " sy s t em  ■ 

77 

32 

10 

Heating  system 

110 

73 

27 

Bathroom  equipment 

299 

196 

68 

Laundry  facilities 

94 

65 

54 

Cooking  facilities 

39 

24 

18 

Landscaping 

168 

95 

110 

Electricity: 

Hom.e  plant 

13 

6 

1 

Power  line 

171 

70 

26 

Built-in-equipment 

53 

32 

22 

Furnishings 

137 

88 

15l 

Monongalia  County,  W.  VA, 


Q-uestions  regarding  new  construc-tion  and  availa,bility  of  local  credit  sources  to  finance 
construction  contained  on  the  questionnaire  v/eri-  answered  by  the  occupants  as  follows: 

New  Construct ion  and  Financing 


Number  of  persons  reporting  contemplated  construction 

of  new  house  vfithin  next  3  years  37 

Number  of  rooms  to  be  constructed  168 

Number  of  entries"  35 

Value  of  repairs  cr  improvements  made  on  the  present 
house  dviring  the  last  3  years: 
Less  tha  100 

$100  to  $499  1635 
$500  and  over  331 

75 

Expenditure  for  repairs  or  improvements  contemplated 

Trithin  next  12  months  $38,263 
Number  of  entries  234 

Number  of  persons  reporting  that  money  is  available 
from  local  credit  sources  to  finance  house 

construction,  repairs,  or  improvements  ■  .  32 

Number  of  persons  interested  in  borrowing  money  to 
finance  construction,  repairs,  or  improvements 
provided  interest  rate  is  satisfactory  o-nd 

repayments  can  be  distributed  over  a  period  of  10  years  263 
Not  interested  1^778 

Total  sum  desired  $126,840 

Number  of  entries  254  

These  are  all  preliminary  data,  su.bject  to  revision  before  the  data  are  jpublished. 
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WASHINGTON.  D.  C 

Release  ~  Iirmediate 

Mayll,  1934 

Fiiu  mmiw.  suRWi'- 

(a  Civil  'Aorks  Administration  Project) 

:             Tlie  Fam  Housing  Survey  is  a  Civil  Vvorks  Administration 
iprojeot,  carried  out  by  the  U.S.  Depai'tment  of  Agriculture  and 
:the  State  Agricultural  Extension  Services.    The  ohject  is  to 
rprovide  the  "basic  information  necessary  for  a  program  of  im- 
:provement  for  farm  homes.    About  300  counties  throughout  the 
: country  s-re  being  covered,  by  the  investigators.    This  report 
:on  the  State  of  l/iaryland  is  the  third  Sts.te  Summary  to  be 
;issued.      


PKiCLIMIimtY  RiE.rORT  FOR  TIEC  STATE  OF  Ivi;iRYLAHD 
(Subject  to  later  revic-ion) 


Apprcxi-mately  ten  per  cent  of  the  counties  in  each  State,  except  New  York  and  Pennsylvania, 
have  been  siirveyed,     P.eports  on  7,558  occupied  farm  ho^ises  in  Caroline,  Carroll,  and  Talbot 
Counties,  I,Ia.rylaiid,  have  new  been  tabulated.    There  were  61c?4  fanns  in  these  three  counties  in 
IQZQ'i-.    AppropriL\te  weights  have  heen  applied  to  the  sum[a;:;,rized  data  for  each  county  surveyed 
Ml  projecting  the  figures  ever  the  State  as  a  7rhcle, 

There  were  43,203  farms  in  i.aryland  in  1929  and  the  farm,  popiilation  was  237,456,     The  total 
value  of  farm  dwellings  was  $83,617,433,  covering  41,447  farms  in  i'arj'land.  ' 


v/IilTE 

N ON- WHITE 

L  FOI;  ST.lTi; 

OwTicr 

Kon— ovnier 

Owner 

Non— owner 

J. 

Total  number  of  farm  houses 

28,600 

15,200 

3,200 

\-      -  -1 
6,700 

53,700 

Total  acres  in  farm 

2, 

057,000 

1,436,000 

51,000 

250,000 

804,000 

Numb er  of  entries 

28,300 

12,200 

3,200 

3,000 

46,700 

Average  acres  per  fcatn. 

73 

110 

19 

83 

81 

Total  acres  tillable  5n.  farm 

507,000 

1,057,000 

42,000 

179,000 

785,000 

Number  of  entries 

28,200 

12,200 

3,200 

3,000 

46,600 

Average  acr'^s  tillable  per 
f  aim 

53 

87 

13 

60 

60 

*Census  of  Agriculture,  1930 


2^95-3^ 


2  -  State  of  Liaryland 

B.  HOUSE  -  GEinCPalL  IJIFORIIATIOW 


i;.:oN-v/HiTE 

1 

TOTAL  FOR  STaT 

c>mer 

Non-oT/ncr 

Ovmer 

Non-O'vvner 



■ 

155 

60 

620 

ill  dr  X    U  IX 

20 

l"'rarne 

Unp  aint  e  d 

875 

560 

830 

3,815 

Painted 

22^700 

11,670 

2,335 

5,630 

42,335 

Stucco 

560 

200 

130 

50 

940 

Brick 

1,900 

80 

4,780 

St  one 

20 

910 

Concrete 

40 

20 

30 

280 

A^e  of  house  (Nurabcr) 

Under  10  vears 

9  ADD 

240 

420 

3,820 

10  to  24  years 

1  500 

580 

780 

7,030 

?n  to  4Q  vears 

1  360 

2,540 

15,640 

50  and  over  years 

1  020 

2,950 

26,210 

One  story  house  (Number) 

1  070 

350 

'l  60 

180 

1,760 

i.iore  than  1  story  (rTuinber) 

^  *  f 

3  040 

6,520 

51,940 

Total  nui.iber  of  rooms 

250,400 

128,500 

17^700 

36,100 

432,700 

Number  of  entries 

28,500 

15,200 

3,200 

6,700 

53,700 

i-vcrage  number  of 

rooms  per  house 

8.8 

8.5 

5.5 

5.4 

0.1 

Total  number  of  rooms 

not  in  use  at  any 

time  of  year 

7  620 

200 

1  080 

12,860 

Number  of  entries 

1,500 

2,500 

100 

'38O 

4,480 

Total  number  of  regular 

occupants 

117,300 

71,800 

13,100 

33,100 

235,300 

Number  of  entries 

28,550 

15,200 

3,180 

6,700 

53,630 

Average  number  of 

occupants  per  house 

4.1 

4.7 

4.1 

4.9 

4.4 

Average  number  of 

occupants  per  room 

0.5 

i  0.6 

0.7 

0.9 

0.5 

C.  CONDITION  OF  HOUSE 


■Vfi-IITE 

O'/VaIERS     (Number  of  Entries) 

• 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

Foundation 

22,550 

5,070 

900 

4,300 

700 

".falls,  e:-rterior 

20,700 

6,600 

1,300 

5,700 

880 

Roof 

19,550 

6,600 

2,450 

5,780 

2,420 

Chimneys 

24,250 

3,740 

600 

3,180 

460 

Doors  and  Tn.ndo"S'rs 

19,900 

7,700 

1,000 

6,800 

320 

Screens 

18,600 

7,880 

1,400 

3,400 

5,750 

.Paint,  exterior 

9,200 

10,100 

8,340 

2,650 

15,200 

Interior  "walls  and  ceiling 

17,000 

9,700 

1,900 

8,200 

"2,350 

Floors 

21,500 

6,300 

800 

4,850 

960 

Stairs 

24,000 

3,500 

300 

2,500 

300 

Insul?.tion 

9.230 

15,900 

2,800 

11,300 

2,640 

-  3  - 

C.  CONDITION  OF  HOUSE 
(continued) 


State  of  Llaryland 


Present  Condition  j 

r\.cpa.Xi  s  or 

dX  box  d,  OXUIlo 

n  pi  ^  (t  p  H 
lie  C  UO 

r\,cp xaocincriu  ui 

XicW     -Llib  uctr-L"~* 
"1  n"!""!  nvi  r\ 

Good 

Fair 

1 

Poor  1 
i 

r  U  i.'-iiU.(.J(  u  i  uxi 

10,200 

3,700 

1,300  1 

9  770 

-7  J  'w' 

'//fall  Q         P'v4*P"r*'l  CiY* 

9,050 

4,6?:5 

1,525  i 

Roof 

9,150 

4,150 

1,900  : 

3,700 

1,570 

Chimneys 

11,425 

2,850 

925  ; 

2,160 

700 

Doors  and  windows 

8,000 

5,800 

1,400  ; 

4,800 

1,200 

Screens 

7,650 

5,075 

1,500 

2,040 

4,230 

Paint,  exterior 

3,450 

5,200 

6,000 

2,000 

8,700 

Interior  walls  and  ceiling 

■6,400 

5,450 

2,350  i 

5,500 

2,300 

Floors 

9,200 

4,750 

1,250  ! 

3,470 

1,200 

Stairs 

11,350 

3,000 

620  : 

1,800 

530 

Insulation 

3.660 

9,250 

1.800 

5.600 

1.620 

C.  COi/yOITIOi!"  OF  HOUSE 


RS  (Number 

of  Entries ) 

Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

Foundation 

1,400 

1,070 

700 

840 

530 

•A'alls,  exterior 

1,050 

1,300 

850 

1,240 

560 

Roof 

1,200 

1,100 

900 

1,030 

750 

Chimneys 

2,100 

770 

270 

490 

250 

Doors  and  windows 

1,150 

1,400 

650 

1,220 

520 

Screens 

850 

1,100 

700 

520 

1,550 

Paint,  exterior 

290 

630 

1,900 

460 

2,100 

Interior  walls  and  ceiling 

700 

1,500 

1,000 

1,530 

770 

Ji'loors 

1,450 

1,200 

540 

770 

460 

Stairs 

1,960 

830 

290 

430 

240 

Insulation 

440 

2.000 

570 

940 

470 

C.  CONDITIOil  OF  HOUSE 


NON-YvlIITE  N07i-0M-ISRS     (Number  of  Entries) 


Present  Condition 

Repairs  or 

Replacement  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

alterations 
needed 

Foundation 

2,720 

2,400 

1,550 

1,580 

1,040 

Walls,  exterior 

2,000 

2,37-") 

1,825 

2,170 

1,110 

Roof 

2,470 

2,300 

1,930 

1,820 

1,450 

Chimneys 

3,400 

2,350 

930 

1,200 

670 

Doors  and  windows 

1,750 

3,040 

1,900 

2,150 

1,420 

Screens 

1,400 

2,300 

1,600 

1,000 

2,900 

Paint,  exterior 

870 

1,900 

3,700 

1,400 

3,400 

Interior  walls  and  ceiling 

1,330 

2,790 

2,580 

2,800 

1,550 

Floors 

2,550 

2,800 

1,350 

1,570 

,  900 

Siairs 

3,150 

2,500 

1,000 

1,000 

730 

Insulation 

1,200 

1  z  —  

3,700 

1,500 

1,140 

1.000 

-  4  -  State  of  Maryland 

C.  CONDITION  OF  HOUSE 
(Concluded) 


TOTAxj  F.'R  STiTL  (Munber" of  xJntries) 


~-  •  — —  ■  '  

Pa^cjsent  Condition 

r^epairo  or 
n^l'b  cPci't  \  ons 

■n  f5  /J  r1  p  ('] 

Rep  lac  erne  nt  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

F'lundaticn 

12,240  ' 

4,540 

9,490 

3,200 

V.'alln^  exterior 

32,800 

15,400 

5,500 

12,910 

3,580 

R«9f 

32,370 

14,150 

7,180 

12,330 

6,190 

Chiitmpys 

41,175 

9,710 

2,725 

7,030 

2,080 

D«<^r8  and  windo"W3 

30,310 

17,940 

4,950 

14,970 

3,960 

Screens 

28,^00 

16,355 

5,200 

6,960 

14,430 

Paint,  exterior 

13,810 

17,830 

19,940 

6,510 

29,400 

Interior  "walls  and  ceiling 

25,430 

20,440 

7,830 

18,030  A 

6,970 

Floors 

34,710 

15,050 

3,940 

10,660 

3,520 

Siairs 

40,460 

9,230 

2,210 

5,730 

1,800 

Insulation 

14,530 

30,S50 

6,670 

18,980 

5,730 

D.  SPACE  Fji;auIRLI-,,E1^7rS  • 


'A'HIT.E 


Crv.'ner 


Havfi 
novr 


111,400 
28,600 
28,200 
26,300 
28,500 
7,700 

980 
7,460 
15,800 
17,500 
81,300 
24,500 
25,';00 
24,200 

20.700 


Additional 
room  rteded 


on-oTOer 


Have 
now 


Additional 
room  needed 


Bedrooms 

Number  of  entries 
LiVijag  room 
Dining  room 
Kitciien 
Vf^rk  room 
Wash,  room  for 

farm  help 
Bathrooms 
Halls 
Basement 
Closets  **« 

Number  of  entries 
Fr«nt  or  side  porch 
Back  porch 

St<»rage  space  for  fresh 
fruits  and  -srof^etablos 


1,270 
870 
100 
290 
70 
370 

60 
4,660 
50 
600 
8,000 
3,450 
430 
350 

-  300 


58,800 
15,200 
14,900 
13,500 
15,150 
3,480 

480 
2,200 
b,300 
7,150 
39,400 
13,350 
12,800 
11,900 


590 
430 
40 

l-^'rO 

80 
140 

40 
2,000 
10 
500 
6,260 
.?.,540 
290 
270 

180 


D.  SPACE  RiQLiJIRS.i.l'S 
 (Concluded)  


Bedrooms 

_ Number  of  entries 
LiTing  room 
Dining  room 
Kitchen 
Work  room 
fe=h  room  for 

farm  help 
Bathrooms 
Halls 
Basoment 
Closets 

Number  of  entries 
Prsnt  or  side  porch 
Back  porch 

St  forage  space  for  fresh 
...fruits  and  vegetables 


NON-^jCCTii 


"Have" 


3,180 
3,170 
2,900 
2,200 
3,110 
230 

10 
50 
700 
950 
4,250 
2,460 
1,730 
1,180 


JUlSiL, 


4- 


Ovmer 


.\ion-cr;mer 


.tLdditicnal 
room  needed 


520 
340 
30 
100 
20 
10 

10 
290 

10 
1,000 
530 
120 
100 

240 


Have 
now 


■  additional 
froom  noedcdJ 


■  T02AIi  FGli"  SIATE 


17,500 
5,700 
5,700 
4,100 
6,600 
320 

30 
100 
1,450 
850 
9,960 
5,590 
2,900 
2,100 


750 
530 

30 
150 

20 


20 

140 

60 
l,--f30 
800 
100 

50 


have 
now 


195,980 
53,670 
51,700 
45,100 
53,350 
11,730 

1,500 
9,820 
£6,250 
26,460 
134,920 
45,900 
42,830 
39,380 


Additional 
room  needed 


*  N-jmber  of  entrirs ^except  where  othervrise  indicated. 

Number  of  bedrooms. 
•>*«  Humb'ir  of  closets. 


3,130 
2,170 

200 
680 
190 
520 

130 
7,090 
50 
1,170 
15,690 
7,320 
940 
780 

85.0- 


_  5  -  State  cf  Maryland 

E,  WATER  SUPPLY  AND  Sl^tfAGE  DISPOSAL  * 


WI-UTE 


Owner 

Non-owner  ,. 

Repairs  or 

New  instal- 

Have 

Repairs  or 

New  instal- 

Have 

r. Iterations 

lation 

now 

alterations 

lation 

1'  now 

needed 

needed 



needed 

needed 

Source  of  water:  ' 

7,200 

50 

200 

Vfell,  drilled  or  driven 

14,100 

200 

V,"ell,  dug  or  bored 

10,300 

180 

60 

5,600 

80 

80 

.  Spring 

5,300 

20 

10 

2,780 

30 

_ 

Cistern 

900 

15 

30 

590 

5 

Stream 

40 

- 

— 

10 

■  ater  supply  for  house: 

Carried 

Distance  (total  feet) 

785,700 

497,700 

_ 

Number  carrying  water 

16,600 

10,000 



Hand  pump  in  dwelling 

3,200 

60 

3,500 

1,700 

85 

3,300 

piped,  cold 

9,480 

200 

6,700 

3,400 

280 

2,900 

Piped,  hot 

6,200 

100 

5,  900 

1,500 

100 

2,720 

Sanitary  facilities: 

Outdoor  toilet 

(privy) : 

40 

5,270 

Improved 

6,800 

60 

6,250 

4,200 

Unimproved 

17 , 450 

— 

9,800 

_ 

Indoor: 

Chemical 

110 

— 

20 

30 

_ 

Flush 

5,825 

70 

7,900 

1,525 

150 

3,300 

Bathroom  fixtures: 

Tub 

6,3uU 

100 

7,650 

1,650 

120 

3,300 

Shower 

1,730 

25 

400 

400 

25 

200 

Lavat  ory 

6,000 

75 

7,600 

1,500 

115 

3,250 

ritchen  sink  with  drain  /' 

11,600 

J.VU 

n  (SCO 

4,700 

80 

5,780 

Disposal  of  sewage: 

Septic  tank 

1,800 

25 

2,700 

520 

1,050 

Cesspool 

i  3,600 

40 

5,170 

950 

30 

2,330 

Stream 

1  925 

80 

350 

10 

20 

Surface 

i  4,200 

1  ^ 

 ~.  

2,300 

E.  WjiTER 

SUPt'LY  iVND  SEYk'uGE  DISPOSAL  " 
(Continued) 

NON-VraiTE 

Ovmer 

Non- owner 

Have 
noyr 

Repairs  or 

alterations 

needed 

New  instal- 
lation 
needed 

Have 
no^T 

Repairs  or 

alterations 

needed 

New  instal- 
lation 

Source  of  water: 

i'ell,  drilled  or  driven 
V'ell  dug  or  bored 
Spring 
Cistern 
Stream 
■.'fater  supply  for  house: 
Carried 

Distance  (total  .feet) 
Number  carrying  water 
Hand  p^jmp  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
CHtdoor  toilet 

(privy): 
Improved  } 
Un:lmproved  i 
Indoor: 
Chemical 
riush 
Bathroom  fixtxires: 
Tub 
Shower 
Lav at  ory 
Kitchen  sink  with  drain 
Disposal  of  sewage: 
i>  jtic  tank 
Cesspool 
Stream 
Surface 

1,900 
800 
470 

358,300 
3,100 

100 
20 
10 

200 
2,800 

20 

30 
10 
10 
100 

10 
50 

200 
60 

10 
20 

10 

10 

150 
10 

1,200 
400 
230 

1,830 

400 

400 

400 
1,590 

50 
330 

3,500 
2,600 
500 
10 

519,300 
6,200 
300 
300 

90 

700 
5,650 

80 

70 
10 
50 
500 

40 
50 
25 
150 

300 
150 

30 

10 

30 

10 
10 

300 
160 

3,100 
200 
250 

5,200 

200 

■ 

200 
10 
250 
3,410 

100 
170 

Number  of  entries  except  where  otherwise  indicated. 


f 


_  6  -  State  of  Maryland 

E.  WATER  SUPPLY  AND  SEm.3£  DISPOSAL  * 
(Concluded) 


TOT.Ui  FOR  STATE 


 ,  — —  , 

Have  now 

Repairs  cr  alter-  j 
at ions  needed  | 

New  installation 
needed 

Source  of  -water: 

Vi'ell,  drilled  or  driven 

26,700 

/DU 

Vfell  duri  bored 

10,300 

480 

310 

Spring 

9,050 

50 

10 

Cistern 

1,500 

20 

30 

Stream 

50 

— 

— 

V.'atsr  supply  for  house: 

Carried 

Distance  (total  f ''iet ) 

2,161,000 

— 

Fuiiiber  carrying  water 

35,900 

— 

Hand  pijmp  in  dwelling 

5,300 

185 

11,100 

x-iped,  cold 

13,200 

500 

10,200 

Piped,  hot 

7,800 

200 

9,100 

Sanitary  facilities: 

Cutdoor  toilet 

(pr.ivy): 

Improved 

11,900 

120 

18,550 

Unimproved 

35,700 

- 

- 

Indoor: 

Chemical 

140 

- 

20 

Flush 

7,450 

250 

11,800 

Batlu'ocm  fixtiires: 

Tuh 

8,050 

220 

11,550 

Chov/er 

2,]50 

50 

610 

Lavat  ory 

7,560 

200 

11,500 

AXi^cnen  sinxC  v/xbu  cirain 

xy  j'huu 

Disposal  of  sewage: 

Septic  tank 

2,370 

25 

3,900 

Cesspool 

4,600 

1  70 

8,000 

Streoin 

1,300 

1 

100 

Surface 

6.700 

^  

1 

F,  LIGIff  AKC  liEilT  (N-umber  of  farm  houses) 


WTIITE 


0^'mer 

Non- owner 

Have 

Repairs  or 

New  instal- 

Eave 

Repairs  or 

New  instal- 

Hovr 

alterations 

lation 

now 

alterations 

lation 

needed 

needed 

needed 

needed 

Light  ing : 

—  — 

Kerosene  or 

gasoline  lamps 

17,550 

20 

12,350 

30 

Acetylene 

960 

140 

20 

190 

80 

10 

Piped  gas 

130 

20 

20 

Electric: 

E.ome  plant 

2,160 

130 

350 

580 

50 

130 

Power  line 

8,300 

20 

3,800 

2,300 

40 

2,200 

Miles 

37,850 

24,420 

I'^umber  of  entries 

20,200 

12,800 

.H-sating: 

F.ireplaces 

1,500 

15 

15 

600 

10 

Staves 

25,000 

30 

100 

14,500 

100 

50 

Circulating  heater 

2,250 

120 

1,100 

20 

Pipe less  furnace 

3,000 

50 

3<i0 

650 

20 

180 

Piped  vr^nn  air, 
steata,  or  water 

furnace 

2.500 

35 

1.450 

590 

65 

450 

-  7  - 

F,  LIGHT  Am  HEAT  (Number  rf  Entries) 
(Concluded ) 


iTOl'l-JvlIITE 


&.vner 

Non-owner 

TOTAL  FOR  STATE 

ilare 

Have 

k*  ^           T  v»  O 

n.cpu,-i-x  ij 

! ;  c  w  xii~" 

Have 

i\'t:;W    J_  li- 

now 

or  alter- 

stal- 

now 

or  alter- 

stal- 

now 

or  alter- 

st  al- 

1  n*h  T  OY) 

a"t  i  ons 

1  n  *h  1  O  D 

n66d6  d 

nee  de  d 

needed 

needed 

yi  ■r-'  fT)  H  O  H 

Lighting: 

Kerosene  or 

gasoline  lamps 

2,950 

- 

- 

6,450 

- 

10 

39,300 

60 

Acetylene 

10 

- 

- 

40 

- 

- 

1,200 

220 

30 

Piped  gas 

10 

10 

160 

30 

Home  plant 

30 

60 

2,800 

180 

510 

Power  line 

200 

200 

200 

:  ,300 

11,000 

60 

6,500 

l-.iile  s 

5,880 

13,550 

81,700 

iiumber  of  entries 

2,900 

6,400 

42,300 

Hearting: 

Fireplaces 

100 

10 

2,200 

35 

15 

Stores 

3,100 

20 

6,650 

200 

50 

49,25q 

350 

200 

Circulating  heater 

125 

20 

125 

3,600 

160 

Pipeless  furnace 
Piped  •warm  air. 

30 

20 

20 

20 

3,70C 

70 

600 

steaxa,  or  water 

fu_rnace 

-i 

—  1 

75  1 

10 

25 

3,100 

100 

2,000 

G.  REFRIG.c.lL:i.TIOi^,  L^lUL'DRif,  MB  COOlCIrJG  FACILITIES 
(dumber  of  r;Entries )• 


WHITE 


■     ■  " ■  .  .  .   .   

Ovmer 

Non-OTmer 

Have 

Repairs  or 

New  instal- 

Have 

Repairs  or 

Nevf  instal- 

now 

alterations 

lation 

now 

alterations 

lation 

needed 

needed 

needed 

needed 

Refrigeration: 

Ice 

11,900 

15 

250 

6,500 

25 

250 

Mechanical 

1,750 

750 

250 

150 

Laundry : 

V.liere  done : 

Ou.t— of— dnors 

10,300 

5,600 

In  kitchen 

14,500 

5 

9,400 

25 

In  basement 

2,800 

1,100 

5 

In  special  room 

on  same  level 

with  kitchen 

4,300 

10 

50 

2,000 

10 

20 

Equipment : 

Fixed  tubs 

500 

15 

25 

100 

20 

Power  machine 

8,500 

100 

1,300 

3,200 

50 

800 

Hand  m.achine 

4,300 

85 

140 

2,400 

40 

160 

Cooking  facilities: 

rt'ood  or  ccal 

stoves 

27,000 

40 

50 

14,700 

100 

100 

Kerosene  or  gas 

St  ove  s 

13,600 

125 

550 

6,300 

125 

250 

Gas&li-ne  -stoves  \ 

840 

35 

75 

150 

10 

Electric  stnves  i 

700 

10 

250 

50 

50 

I 


I 


State  of  l/[aryland 


J^.^BEI^GSmilCW,,  Lffll^.Y,_ -AITD  CQOKIITG-  FACILITIES  (Concluded)  (Nmiber  cf  entries; 

— I        TOTAL  FOR  STATE 


Owner 


Refrigeration: 
Ice 

Mechanical 

Laundry: 

^Vhore  done: 
Out-of-doors 
In  kitchen 
In  "basement 
In  special  room 
on  ssme  level 
with  kitchen 

Eoiipnent : 
Fixed  tuhs 
Power  machine 
Hand  mo,chine 

Cooking  facilities 
Wood  or  coal 
stoves 

Kerosene  or  gas 
stoves 

G?,^oline  rstoves 
Electric  stoves 


Have  I 
now  I 


1,285 


1,300 
3,000 
50 


75 


130 
100 


5,150i 

i 

700 1 
10 1 
251 


Repairs 


I 

or  alter- 
ations 
needed 


10 


10 


50 


tier,  in- 
stalla- 
tion 
needed 


Eon-ovmer 


40 
25 


Have  I  Repairs 

now  j  or  alte: 

1  at inns 

i  needed 


100 

20 
50 


2,615 


2,400 
6,300 
50 


75 

10 
60 
160 


6,650 
1,500 


Hew  in- 
stalla- 
tion 
needed 


20 

150 
30 


100 


Have 
now 


100 
20 


130 
50 


22,300 
2,000 


19,600 
33,200 
4,000 


6,450 

610 
11,890 
6,960 


51 , 500 

22,100 
l.OOC 
7751 


Repairs 
or  alter- 
ations 
needed 


50 


20 

15 
160 
145 


290 

330 
35 
10 


New  in- 
stalla- 
tion 
needed 


540 
925 


30 
5 


70 


2,300 

320 


300 

900 
85 
300 


H.  LAIIBSCAPING  OF  HOUSE 
(Nuniber  of  Entries) 


WHITE 

O'/mer 

N on- owner 

Have 
now 

Repairs  or 

alterations 

needed 

Uew  instal- 
lation 
needed 

Have 
nov; 

Repairs  or 

alterations 

needed 

Uew  instal- 
lation 
needed 

Yard: 

Surface  drainage 

away  from  house 

Lawn  established 

Plantings 

Walks  and  drives 

Fences 

27,500 
19,500 
22,525 
13,850 
9,475 

1,050 
2,050 
550 
2, 350 
1,900 

425 
2,500 
3,550 
5,100 
1  1.930 

14,100 
10,900 
10,900 
5,375 
4.900 

900 
1,100 

350 
1,600 
1,125 

525 
1,500 
2,000 
3,550 
1.470 

H.  LANDSCAPING  OF  HOUSE 
(Number  of  Entries) 
(Concluded) 


1                                               ilGN -WHITE 

'TOTAL  FOR  STATE 

Owner 

N  on- owner 

Have 

Repairs 

New  in- 

Have 

Repairs 

NoTf  in- 

Have 

Repairs 

New  in- 

now 

or  alter 

-stalla- 

nov/ 

or  alter- 

stalla- 

nOT7 

or  alter- 

stalla- 

ations 

tion. 

ations 

tion 

tions 

tion 

needed 

needed 

needed 

needed 

needed 

needed 

lard: 

S^orface  drainage 

away  from  house 

2,800 

200 

250 

5,700 

450 

450 

50, IOC 

1  2,600 

1,650 

Laom  established 

1 , 400 

200 

550 

3,650 

325 

850 

35,45C 

1  3,675 

5,400 

Planting s 

1,815 

150 

550 

3,710 

250 

1,050 

38,95C 

'  1,300 

7,150 

iValks  and  drives 

800 

525 

775 

925 

825 

1,875 

20,95C 

1  5,300 

11,300 

5^ences 

575 

150 

225 

1,150 

100 

1,125 

16. IOC 

1  3,275 

4,750 

state  of  Lferylajid 


I .  ESLAHIYS,  IMPCRTANCE  OF  HSPAIRS  MD  IMEROTOlIElifTS  WMTED 

(Nuirlber  of  Entries) 


miTE 


Ov/ner 


House  repairs  and 
improvements : 
Joundat 
Sictcrior  Y»'nlls 
5oof 
Chimneys 
^'"-.or  3 ,  windows , 

screens 
Scribes 

In+.erior  vralls, 
-silings, 
floors 
Additional  r^jom 
Water  system 
Sanitary  facilities 
Lighting  system 
Heating  system 
BathroQEH  equiTnent 
JjaTicdry  faxjilities 
J^okicg  focilities 
Landscaping 
S^'lectricity: 
Home  plant 
?wer  line 
B'oilt  in  equipi^ent 
_iJJJ?tiishiggs  


$B00 


940 
11,550 
5,550 
880 

3,200 
4,350 


9,120 
2,'iOO 
6.780 
3,900 
3,500 
2,460 
6,660 
900 
900 
1,200 

480 
2,280 

560 
2,150 


S2bO 


750 
10,750 
5,200 
770 

2,300 
3,360 


7,380 
1,600 
4,230 
1,350 
1,760 
1 , 140 
2,900 
550 
570 
740 

300 
1,.250 

320 
1,530 


620 
9,180 
4,400 

560 

1,500 
1.954 


5.270 
1,000 
2,630 
500 
800 
550 
1,350 
400 
320 
COO 

220 
800 
200 
1,350 


Non-ovmer 


$250 


"IToo" 


P.  1  .to 

5  340 

4, 400 

2,930 

2!  600 

2^250 

850 

630 

450 

p  7no 

?  nno 

1  300 

fO  ,  0<j\J 

1  670 

1, 100 

6,530 

5,400 

.4,000 

1,170 

800 

570 

3,880 

2,560 

1,770 

1,700 

860 

500 

2,040 

1,030 

450 

1,100 

400 

200 

2,750 

1,220 

530 

660 

470 

340 

520 

360 

220 

530 

360 

230 

150 

70 

50 

1,400 

700 

420 

300 

180 

100 

1,400 

1.200 

1.040 

RELATIVE  IMPOETAIICE  OF  HEP.rlIES  ML  IIvIROVEIvIENTS  ^iiAl^'TSD 
(K-umher  of  Entries) 
(Concluded) 


$500 


$250 


I'T^n-  ov-iner 


$250 


Hoof  $500 


TOTAL  EOH  STATE 


Hoc 


House  repairs  and 
improvements: 
I^'-^undatim 
Exterior  walls 
Roof 
Chimneys 
^^'''Or  s ,  wind-ows 

screens 
Porches 

Interior  walls, 
;:-eilir_gs, 
ilocrs 
•^^'^itional  room 
■Water  system 
Sanitary  facilities 
Lights  -ng  system 
Heating  system 
bathroom  equi"pment 
La^jnAry  facilities 
.^OTking  facilities 
.♦landscaping 
■S'Jectricity: 
||.      ?»roe  plant 
^    .?0'«rer  lind 

in-e  gaipment 
I^irniahings 


370 
1,650 
1,150 

200 

800 
780 


1,550 
490 
600 
350 
170 
30 
300 
30 
20 


20 
80 
40 
120 


300 
1,470 
1,040 

150 

580 
460 


,180 
300 
260 
50 
20 
40 
80 


10 


10 

100 
40 
40 


240 
1,240 
930 
130 

430 
3O0 


650 
200 
160 
10 
10 
10 
70 

10 
10 

10 
50 
30 
60 


450 
2,830 
1,960 

440 

1,950 
U.lOO 


3,170 

670 
1,160 

560 
300 

30 
250 
110 
100 

80 

20 
120 
150 
380 


350 
2,300 
1,740 

320 

1,430 

630 


2,600 

430 
960 
470 
100 
30 
100 
50 
30 
40 

10 
70 
90 
250 


320 
1,970 
1,640 

190 

1,080 
330 


1,930 

290 
740 
360 
80 
30 
70 
20 
20 
40 

10 
70 
80 

2'00, 


2,580 
22,170 
11,590 

2,370 

8,650 
8,550 


20  ,-^370 
4,730 

12,420 
6,610 
6,110 
3,620 
9,950 
1,700 
1,540 
1,810 

670 
3,880 
1,050 
4,050 


2,000 
19,860 
10,580 

1,870 

6,310 
6,120 


15,560 
3,130 
8,010 
2,730 
2,910 
1,510 
4,300 
1,080 
970 
1,140 

390 
2,120 

630 
3,020 


1,680 
16,790 
9,220 
1,330 

4,310 
3,684 


11,860 
2,060 
5,300 
1,370 
1,340 
790 
2,020 
760 
570 
880 

290 
1,340 

410 
2,650 


f 


10  - 

J.  NEW  COHSTBUCTION  MD  FIIIAHCING 


State  of  Maryland 


TOTAL 

FOR 
' STATE 


WHITE 


NON-WHITE 


Owner 


Non-owner 


Owner  Nonnov^ncr 


Number  of  persons  reporting  contemplated 
construction  of  new  house  v/ithin  next 
3  years 

Nimber  of  rooms  to  be  constructed 
Nijmber  of  entries 
Estimated  expenditure 
Number  of  entries 

Value  of  repairs  or  improvements  made  on 
the  present  house  during  the  last  3  yrs: 
Less  than  $100 
$100  to  $499 
$500  and  over 

Expenditure  for  repairs  or  improvements 
contemplated  within  next  12  months 
(total  amx0\int) 
N-amher  of  entries 

Number  of  persons  reporting  that  money  is 
available  from  local  credit  soui^ces  to 
finance  house  construct ioii>  repairs,  or 
improvements 

Number  of  persons  interested  in  borrowing 
money  to  finance  construction,  repairs, 
or  improvements  provided  interest  rate 
is  satisfactory  and  repayments  can  be 
distributed  over  a  period  of  10  years 
Not  interested 

Total  sum  desired 
Number  of  entries 


370 
2,250 
360 
$675,000 
330 


12,330 
6,880 
2,340 


$574,000 
5,530 


4,650 


4,900 
20,500 

$1,842,000 
3,150 


130 
750 
130 
$170,400 

100 


7,550 
2,620 
610 


$192,000 
1,850 


1,470 


2,210 
11,270 

$539,000 
1,280 


60 
230 
60 

$22,100 
40 


1,500 

400 
70 


$50,700 
570 


200 


1,180 
1,860  j 

$356,000  j 


30 
200 
30 

$34,^00 
■  30 


2,430 
300 
150 


$24,400 
380 


110 


T.,'370 
4,840 

$323,000 
1,020 


590 
3,430 
580 
$902,100 
500 


23,910 
10,200 
3,170 


$941,100 
8,340 


6,430 


9,860 
38,470 

$3,220,000 
6,350 


These  are  all  preliminary  data,  subject  to  revision  before  publication. 


) 


INFORMATION  FOR  THE  PRESS 


U,  8.  DEPARTMENT  OF  AGRICULTURE 
orrtc:b  or  inrormatton 
PRESS  SERVICE 


Release  -  Imnediate 


WASHINGTON.  D.  C 

imi  HOUSING  SURVEY 

(a  Civil  Works  Administration  Project) 


May  14,  1934 


:  The  Farm  Housing  Survey  is  a  Civil  Works  Administration 

:project,  carried  out  by  the  U-S.  Depa3.'tment  of  Agricultixre  and 
:the  State  Agricultioral  Extension  Services.  The  object  is  to 
: provide  the  basic  information  necessary  for  a  progrem  of  im- 
:provement  for  farm  homes.  About  300  counties  throughout  the 
: country  fire  being  covered  b^^  the  investigators.  This  report 
:on  the  State  of  Delaware  is' the  fourth  State  Suinnary  to  be 
: issued. 


IRELIMIMiffiY  REPORT  FOR  TIffi  STATE  OF  ICLV:::j{E 
(Subject  to  later  revisionX 

The  Farm  Housing  Survey  covered  approximately  ten  per  cent  of  the  counties  in  each  State 
except  New  York  and  Pennsylvania.  Only  one  of  the  th-ree  counties  of  Delaware,  Sussex,  was  sur- 
veyed.   Reports  on  2,000  farm  houses  in  this  county  have  been  tabulated. 

In  each  State  the  counties  to  be  surveyed  were  selected  as  representative  of  typical 
farming  areas,  in  order  that  the  results  of  the  sxarvoyed  covmties  might  be  projected  over  the 
whole  State  by  applying  appropriate  multiplying  factors.    The  number  of  farms  in  each  area  as 
reported  in  the  1930  Agricultural  Census  is  used  as  the  basis  of  this  projection. 

Since  the  housing  conditions  in  Sussex  County,  Delaware,  are  considered  typical  of  the 
rural  housing  conditions  of  the  whole  State,  appropriate  multiplying  factors  were  derived  by 
dividing  the  number  of  farm  houses  covered  in  the  survey  of  Sussex  County  into  the  number  of 
farms  in  the  v^hole  State  as  reported  for  1929  in  the  Agricultural  Census  of  1930.    This  method 
was  applied  to  each  of  the  foiir  classifications  of  occupancy  (v/hitc  ov/ners,  white  non-owners, 
non-white  owners,  non-white  non-owners)  a.s  well  as  to  the  total  rajmbcr  of  farm  houses.  The 
factors  were  applied  to  each  item  included  in  the  survey  except  those  covering  nimbor  of  farms 
and  acreage* 

The  figures  for  these  items,  on  number  of  fpxms  and  acreage,  were  taken  directly  from  the 

Census  of  Agriculture  of  1930,  because  it  was  found  that  the  number  of  acres  per  ferm  in  Sussex 

County  was  substantially  less  than  for  the  other  two  comities  in  the  State.    The  figures  taken 

from  the  Agricultui'al  Census  were  these  on  Total  Acres  in  the  Farm.  Acres  of  Crop  Land.  Hajrvested 

aJ^d.  Acres  of  Plov^ablo  Past\ire  Land.    These  figures  are  probably  sor.iewha.t  low,  ris  a  total  of 

504,259  acres  of  crop  Icand  (as  against  crop  land  harvested)  and  82,855  acres  of  plov/able  pa„sture 

2576-3^ 


-  Z  -  Str  te  of  Delnwcjre 

land,  or  a  total  oi  bo7,ll-l  acrea  of  tilla''!:-le  laxid,  v/ere  reported  in  the  Census  of  Agriculture, 

making  an  average  of  60  acres  of  tillable  land  per  farm.    However,  "because  the  figures  on  Total 

Crop  Land  were  not  availatile  in  the  classifications  of  tenure  and  color  used  in  the  Farm  Housing 

Survey,  only  those  on  Crop  Land  Hrrvested  were  included  in  this  summary. 

There  were  9,707  farms  in  Delawai'e  in  1929,  of  v^hich  9, ISO  farms  were  reported  to  have  a 

total  value  of  farm  dwellings  of  $7,360,169.    The  fnxm  population  in  Delaware  was  46,530  in  1929. 


raTE 

NON-TOITE 

TOTAL 
FOR 

Ovmer 

Non-owner 

Ovmer 

Non-owner 

STA'TE 

Total  numher  of  farm  houses 

5,890 

3,010 

375 

435 

9,710 

Total  acres  in  farm 

466,704 

379,355 

13,781 

40,975 

900,815 

Number  of  farms  * 

5,887 

3,013 

373 

434 

9,707 

Average  acres  per  farm  * 

79 

126 

37 

94 

93 

Total  acres  of  crop  IcJid 
harvested  and  plowable 
pasture  land  in  farms  * 

245,087 

218,240 

7,170 

18,967 

490,464 

Number  of  farms  * 

5,887 

3,013 

373 

434 

9,707 

Average  acres  tillable 
per  farm  * 

42 

72 

19 

44 

51 

*  Census  of  Agriculture  1930 


-  3  -  State  of  Delavj-arc 

B.  HOUSE  -  GEl^ERAL  INFOIMITIOIT 


Kind  of  house  (Ktim'ber) 
Log 
Earth 
Frame 

Unpainted 
Paanted 
Stucco 
Brick 
Stone 
Concrete 
Age  of  house  (Number) 
Under  10  year s 
10  to  24  years 
25  to  49  years 
50  and  over  years 
One  story  houses  (Number) 
More  thaxL  1  story 
Total  number  of  rooms 
Numher  of  entries 
AvergG  number  of 
rooms  per  house 
Total  number  of  rooms 
not  in  use  at  an;/  time 
of  year 
Ni:imber  of  entries 
Total  number  of  regular 
occupants 
Number  of  entries 
Average  number  of 

occupants  per  house 
Average  number  of 
occupants  per  room 


WHITE 


NON-IHITE 


Cvjner 


950 
4,850 
30 
20 
10 
25 

640 
1,350 
2,350 
1,550 

235 
5, 655 
il,200 
5,890 

7.0 


830 
400 

23,000 
5,890 

3.9 

0.6 


Non-oTOcr 


800 
2,195 

10 
5 


100 
400 
1,090 
1,420 
90 
2,920 
20,000 
2,010 

6:.G 


940 
400 

14,000 
3,010 

4.7 

0.7 


Owner 


100 
275 


20 
80 

160 

115 
10 

365 
2,250 

375 

6.0 


10 
10 

1,700 
375 

4.5 

0.3 


Non-O'vner 


TOTAL 
STATE 


190 

2,040 

245 

7,565 

40 

- 

25 

10 

25 

20 

780 

35 

1,865 

205 

3,805 

175 

3.260 

30 

3S5 

405 

2,360 

85,810 

435 

9,710 

5.4 

6.8 

60 

1,840 

35 

845 

2,300 

41,000 

435 

j  9,710 

5;3 

i  4.2 

1.0 

'  0.6 

C.  COlvTDITION  OF  HOUSE 


WHITE  OliMERS  (Number  of  Entries) 


Present  Condition 


T 


Good 


Fair 


Poor 


Ropairs  or 

alterations 

needed 


Replacement  or 
new  instal- 
lation needed 


Foundation 
Walls,  exterior 
Roof 
Chimneys 

Doors  and  windows 
I  Screens 
Paint,  exterior 
Interior  walls  and 
Floors 
Stairs 
Insulation 


veiling 


3,570' 

3,970 
2,925 
4,710 
4,140 
3,320 
1,800 
3,910 
4,340 
5,065 
2.670 


1,870 
1,600 
2,105 

890 
1,550 
1,850 
2,000 
1,645 
1,360 

680 


450 
320 
860 
240 
200 
650 
1,880 
335 
190 
85 
850 


1,870 
1,580 
1,870 

870 
1,500 
1,850 
1,865 
1,650 
1,350 

710 


450 
320 
870 
230 
190 
650 
1,940 
360 
165 
85 
850 


state  of  Delaware 


C.  COmilOH  OF  HOUSE 
(Continued) 


^VHITE  roT-OW!ffiRS    (iJumter  of  Entries) 


present  Condition 


Good 


1,220" 
1,480 
1,180 
1,920 
1,440 
1,050 
620 
1,310 
1,G90 
2,220 
1.055 


Fair 


1,300" 

1,150 

1,180 

700 
1,260 
1,100 

860 
1,240 
1,040 

540 

690 


Poor 


— mr 

380 
650 
350 
310 
720 
1,390 
460 
280 
185 
715 


Repairs  or 

alterations 

needed 


1,300 
1,160 
1,130 

710 
1,230 
1,100 

780 
1,240 
1,025 

535 

550 


Replacement  or 
new  instal- 
lation needed 


— 570" 
360 
360 
320 
290 
740 

1,490 
450 
290 
200 
710 


Foiindation 
Walls,  exterior 
Roof 
Chimneys 

Doors  and  windows 
Screens 

Paint,  exterior 

Interior  walls  pjid  ceiling 

Floors 

Stairs 

Insulation 


C.  CONDITION  OF  HOUSE 


UOK-WHITE  OmiERS  (Ntmiber  of  Entries) 


Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

Foundation 

110 

16b 

9b 

16b 

9b 

Walls,  exterior 

150 

185 

40 

185 

140 

Soof 

150 

I'lO 

85 

140 

80 

Chimneys 

265 

80 

30 

80 

30 

Doors  and  vdndows 

120 

190 

65 

180 

60 

Screens 

85 

130 

120 

165 

115 

Paint,  exterior 

85 

105 

165 

105 

165 

Interior  walls  and  ceiling 

125 

190 

60 

185 

50 

Floors 

150 

170 

55 

160 

60 

^tairs 

190 

140 

40 

140 

40 

Insulation 

SO 

155 

95 

150 

100 

C.  CONDITIO?:  OF  HOUSE 


NON-ilCHITE  NON-OMERS  (Number  of  Entries) 


foundation 
Walls,  exterior 
Roof 
Chimneys 

Doors  a%  windows 
Screens 

Paint,  exterior 

Interior  vra,lls  and  ceiling 

Floors 

Stairs 

Insulation 


Present  Condition 


Good 


100 
125 
85 
185 
135 
75 
40 
95 
150 
210 
110 


Fair 


175 
175 
210 
165 
200 
110 
115 
170 
190 
150 
130 


Poor 


Repairs  or 

alterations 

needed 


150 

170 

160 

135 

170 

140 

140 

210 

140 

70 

160 

70 

100 

195 

105 

230 

110 

320 

250 

110 

260 

170 

170 

160 

95 

190 

90 

75 

150 

75 

135 

110 

140 

Replacement  or 
new  instal- 
lation needed 


State  of  Delaware 


C.  CONDITION  OF  HOUSE 
(Concluded) 


TOTAL  FOR  STATE  (Number  Entries) 


Present  Condition 

Repairs  or 

Repla/^ement  tr 

alteratirns 

new  instal- 

Good 

Fai» 

Poor 

needed 

lation  needed 

Foundation 

5,000 

3,510 

1,185 

3,505 

1,175 

Walls,  exterior 

5,725 

3,110 

875 

3,095 

960 

Roof 

4,340 

3,635 

1,735 

3,350 

1,750 

Chimneys 

7,080 

1,835 

590 

1,820 

650 

Doors  and  windows 

5,835 

3,200 

675 

3,105 

645 

Screens 

4,530 

3,220 

1,720 

3,225 

1,725 

Paint,  exterior 

2,545 

3,080 

3,685 

2,860 

3,8n5 

Interior  walls  and  ceiling 

5,440 

3,245 

1,025 

3,245 

1,020 

Floors 

6,330 

2,750 

620 

2,725 

605 

Stairs 

7,685 

1,510 

385 

i  1,535 

400 

Insulation 

3.925 

2.145 

1.795 

!  2.030 

1.800 

D.  SPACE  REQIJIEEMENTS  * 

 wmw 


Owner  | 

Non-owner 

Have 

'  Additi<»nal  1 

Have 

Additional 

now 

room  needed 

now 

room  needed 

Bedrooms  *  * 

20,000 

173 

9,985 

75 

Number  of  entries 

5,890 

115 

3,000 

65 

giving  room 

5,860 

20 

2,950 

5 

Lining  room 

5,150 

6<5 

2,450 

25 

Kitchen 

5,850 

10 

2,950 

5 

V/ork  rrom 

2,730 

30 

850 

10 

Wash  room  for 

farm  help 

750 

50 

190 

5 

Bathrooms 

910 

65 

190 

16 

Halls 

3,770 

2C 

i,noo 

10 

Easement 

.1,260 

10 

■  335 

5 

Closets  *** 

17,900 

180 

B,540 

130 

v  N-umher  of  entries 

5,600 

95 

2,050 

30 

Front  or  side  porch 

4,880 

35 

2,320 

10 

Sack  porch 

4,050 

20 

1,960 

\ 

S'torage  space  for  fresh 

' fruits  and  vegetahles 

2,430 

90 

1.250 

330 

D.  SPACE  REQTJtREI^ffiNTS  *  (Concluded) 


•    .  NON-liVHITE 

^DTM,  VCP.  ST'T^ 

Owner 

Non-owner 

Have 

Additional 

Have 

Additional 

Have 

Additional 

now 

room  needed 

now 

room  needed 

now 

room  needed 

Pedrocms  ** 

1,110 

40 

1,160 

90 

32,255 

378 

Number  of  entries 

375 

40 

425 

50 

9,690 

270 

Living  room 

360 

410 

30 

9,590 

55 

Dining  room 

280 

220 

10 

8,100 

95 

Kitchen 

370 

415 

9,585 

15 

Work  room 

100 

50 

5 

3,730 

45 

Wash  room  for 

farm  help 

15 

10 

965 

55 

Eatlirooms 

15 

10 

1,125 

80 

Halls 

185 

175 

5,930 

30 

Basement 

50 

35 

1,680 

15 

Closets  *** 

825 

40 

930 

10 

28,195 

380 

N-amher  of  entries 

330 

25 

400 

5 

9,180 

185 

Front  or  side  porch 

230 

200 

7,630 

45 

Bad:  porch 

200 

220 

6,440 

20  ' 

Stor-a.'re  space  for  fresh 

fr-j.xcs  and  vegetables 

40 

105 

5 

3.825 

425 

Number  of  entries  except 
N-umber  of  bedrooms 


where  etherwise  indicated 


E.  WATER  SUPHLY  MD  SMA&E  DISFCSAL 


State  nf  Delaware 


Have 
now 


CK'mer 

Repairs  or  |  Jiew  instal- 
alterations!  lation 


]^oi>' owner 


Have 
novr 


Kepairs  or 

alterations; 

needed 


ITe'W  'ifiStal- 
1 at ion 
needed 


So-urce  of  wat^r; 

Well,  drilled  i^r  driven 
Well,  dug  or  bored 
Spring 
Cistern 
Stream 
Wa-ter  supply  for  house; 
Carried 

Distance  (total  feet) 
Number  carrying  water 
Hand  pump  in  dwelling 
Piped,  cold 
piped,  hot 
Sanitary  facilities: 
Outdoor  toilet 

(privy) : 
Improved 
Unimproved 
Indoor: 
Chemical 
Flush 
Batbrocm  fixtures; 
Tu5 

Shower 

Lavatory 
Kitchen  sink  with  drain 
Disposal  of  sewage: 

Septic  tank 

Cesspool 

Stream 

Surface 


needed 


needed 


5,500 

290 

20 


22,650 
1,420 
4,230 
1,110 
770 


1,440 
3,700 

35 
465 

710 
90 

640 
3,920 

400 
1,360 

430 
3.S10 


90 


20 


70 
5 

5 


30 


40 

5 
15 
15 


30 
20 
10 


20 


30 
20 

70 
35 
30 
120 

15 
30 
5 


2,600 
100 


17,650 
1,060 
2,265 
170 
130 


480 
2,360 

15 

50 

105 
10 
100 
1,300 

55 
600 
110 
2,200 


50 
15 


10 


50 
5 
5 


5 
10 


5 
50 


40 


30 
10 
10 


60 


10 

30 
5 
30 
105 


70 


E.  Mite  b'UF?LY  A>ro  gElTAGl^  :)ISPOgAL  ^  (Continu'gS? 


Owner 


Bon-ovmer 


Repairs  or 

alterations 

needed 


^Jew  mstai- 
1 at ion 
needed 


Have 
now 


"Hcpairs  or 
alterations 
needed 


i\lev7  mstai- 

lation 

needed 


Have 
now 


ucirce  of  water; 

Weil,  drilled  or  driven 
Well,  dug  or  "bored 
J^pring 
Cistern 
Stream 
jfater  supply  for  house; 
Carried 

Distance  (total  feet) 
Number  carrying  water 
Hand  p-ump  in  dwelling 
?iped,  cold 
Piped,  hot 
Sanitary  facilities; 
'/a.tdo^r  toilet  (privy)  : 
Improved 
Urjmproved 
Indoor ; 
Chemical 
Plush 
Sathrnom  fixtures; 
TIB 
Shower 
_ Lavatory 
Kitchen  sink  with  drain 
disposal  of  sewage; 
oeptic  tank 
Cesspool 
Stream 


360 
10 


15 


430 


30 


20 


2,800 

190 
270 
5 


120 

250 


4,500 
250 
205 
5 


40 
390 


10 


20 


220 


65 

5 

300 


5 
10 


5 

120 


50 
350 


10 
25 


Number  of  entries  ■ax':iept  where  otherwise  indicated. 


„  7  - 

E.  WATER  SUPPLY  MD  SEWAGE  DISPOSAL  * 
(Concluded) 


Stntfc  of  Delaware 


1" 


Source  of  water: 

Well,  drilled  or  driven 
V/ell  dug  or  bored 
Spring 

Cistern  v 
Stream 
Water  supply  for  house ; 
Carried  " 

Distance  (total  feet) 

Number  carrying  water 
Hand  pump  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet  (privy)  : 

Improved 

Unimproved 
Indoor : 

Chemical 

Flush 
Bathroom  fixtures: 

Shower 

Lavatory 
Kitchen  siiik  with  drain 
Disposal  of  sewage: 

Septic  tank 

Cesspool 

Stream 

Swface 


Have 


S,990 
400 

25 


47,600 
2,920 

6,970 
1,290 

900 


2,080 
6,700 

55 
525 

820 
100 
745 
5,560 

455 
2,075 

545 
6.460 


Repairs  or  altsr- 


185 
15 


135 
10 
10 


40 


5 
10 


5 
95 

5 
55 
15 


New  installation 
needed  


50 


80 
30 
20 


§0 


30 
30 

100 
40 
50 

240 

15 
135 
5 


F.  LIGHT  AKD  HEAT  (Number  of  Entries) 


WHITE 


Owner 

Non- owner 

Have 

Repairs  or 

New  instal- 

Have 

Repairs  or 

New  instal- 

now 

alterations 

lation 

now 

alterations 

lation 

needed 

needed 

needed 

needed 

Lighting: 

Kerosene  or 

gasoline  lamps 

4,100 

75 

2,775 

85 

Acetylene 

185 

10 

25 

5 

Piped  ga.s 

100 

10 

5 

15 

5 

5 

Electric: 

Home  plant 

600 

20 

10 

45 

5 

Power  line 

940 

10 

5 

150 

5 

Miles 

10,670 

5,540 

Number  of  entries 

4,250 

2,450 

Heating: 

Fireplaces 

25 

5 

10 

5 

Stoves 

5,045 

275 

40 

2,870 

300 

50 

Circulating  heater 

610 

10 

100 

Pipeless  furnace 

265 

25 

5 

30 

10 

Piped  warm  air. 

steam,  or  water 
furnace 

90 

5 

15 

er  of  entries  except  where  otherwise  indicated. 


state  of  Delaware 


F.  LIGHT  AND  kEAI   (uvmiber  Entries) 
(Concluded) 


NON-raiTE 


Owner 


Non-ovmer 


iJew  in- 
stal- 
lation 
needed 


TOTAL  FOR  STATE 


Have 
now 


Repairs 
or  alter- 
ations 
needed 


Have 
now 


Lighting: 
Kerosene  or 

gasoline  lamps 
Acetylene 
Piped  gas 
Electric; 
Heme  plant 
Power  line 
Miles 
Number  of  entries 
Heating! 
Fireplaces 
Stoves 

Circulating  heater 
Pipeless  furnace 
Piped  warm  air, 
steam,  ot  water 
furnace 


Repairs' 
or  alter- 
ations 
needed 


New  in- 

stal* 

lafcion 

needed 


Have 
now 


Repairs 
or  alter- 
ations 
needed 


345 
10 


10 
740 
325 


350 
5 
15 


15 


425 


1,000 
400 


415 
5 


40 


35 


35 


7,645 
220 
115 

650 
1,100 
17,950 
7,425 

75 
8,680 
715 
315 


105 


15 
15 

25 
15 


625 
10 
35 


G.  REFRIGERATION,  LAUNZEY,  AND  COOKING  FACILITIES 
(Nxnnber  of  Entries) 


imiTE 


Owne^ 


Non- owner 


Refrigeration: 
Ice 

Mechanical 
Laundry; 
Where  done: 
Out~of -doors 
In  kitchon 
In  basement 
In  special  room 
on  same  level 
with  kitchen 
Equipment: 
Fixed  tubs 
Power  machine 
Hand  machine 
Cooking  facilities: 
Wood  or  coal 

stoves 
Kerosene  or 

gasoline  stores 
Gas  stoves 
,    Electric  stoves 


Have 
now 


Repairs  or 

alterations 

needed 


New  instal- 
lation 

needed 


Have 
now 


Repairs  or 

alterations 

needed 


New  instal- 
lation, 
needed 


2,975 

340 


1,700 
4,100 
90 


1,050 

115 
1,100 
500 


5,000 

2,930 

200 
160 


135 


150 
10 


45 


40 
10 


190 

120 
10 


150 
30 


25 
10 


10 

30 
100 
20 


35 

50 


1»150 
35 


1,050 
2,450 
10 


400 

10 
300 
70 


2,775 

1,200 

20 


125 

225 

5 
5 

230 
50 


100 


75 


10 

25 
40 


35 
40 


-  ^ 


G.  BEFRIGERATION.  LAUNDRY.  MP  COdglNG  FACILITIES  ^  (Gonta^iaded) 

NON-WHIIE 


State "of  Delaware 

(Number  of  entries). 


1 

LiUj  JMjn 

O'.'mcr 

1 

Non- owner 

Have 

i^spairs 

Now  in- 

Have 

Repairs 

New  in- 

' Have 

^Jepairs 

New  in- 

now 

or  alter- 

stal- 

now 

or  fxlter- 

stal- 

now 

or  alter- 

stal- 

ations 

lation 

at  i  ons 

lation 

atioi;is 

lation 

needed 

needed 

needed 

needed 

needed 

needed 

Refrigeration; 

230 

Ice 

150 

20 

150 

10 

4,425 

280 

Mechanical 

375 

30 

Laundry: 

■'/fb.ere  done: 

Out-of~doors 

50 

125 

2,925 

- 

In  kitchen 

350 

5 

5 

400 

20 

45 

7,300 

100 

400 

150 

In  basement 

_ 

10 

10 

In  s"oeci,'il  room 

on  same  level 

with  kitchen 

10 

5 

20 

_ 

1,480 

50 

.  25 

Equipment ; 

Fixed  tubs 

5 

_ 

5 

130 

- 

60 

Power  machine 

40 

- 

5 

10 

5 

• 

1,450 

50 

145 

Hand  machine 

5 

5 

380 

10 

20 

Cooking  facilities: 

Wood  or  coal 

stf^ves 

375 

20 

425 

35 

40 

8,575 

475 

110 

Kerosene  or 

gasnline  stoves 

40 

50 

5 

4,22.0 

175 

100 

Gas  stoves 

220 

10 

Electric  stoves 

160 

H.  LANDSCAPING  OF  HOUSE 
(Niariber  of  Entries) 


WHITE 

Owner 

Non» owner 

Have 

Repairs  or 

New  instal- 

Have 

Repairs  or 

New  instal- 

• now 

alterations 

lation 

now 

alterations 

lation 

needed 

needed 

needed 

needed 

Yard: 

Surface  drainage 

away  from  house 

4,550 

275 

250 

2,050 

275 

250 

Lawn  established 

3,320 

100 

50 

1,250 

75 

25 

Plantings 

4,300 

145 

120 

1,825 

95 

70 

Walks  and  drives 

1,550 

140 

100 

470 

85 

100 

Fences 

1,550 

120 

50 

500 

1  50 

40 

H.  LANDSCAPING  OF  HOUSE 
(Number  Entries) 
(Concluded) 


NON-WHITE 


Owner 


TOTAL  FOR  STATE 


Non-owner 


Have 

Repairs 

New  in- 

Have 

Repairs 

New  inw 

Have 

Repairs 

New  in- 

now 

or  alter- 

stal- 

now 

or  alter- 

stal- 

now 

or  alter- 

stal- 

ations 

lation 

ations 

lation 

ations 

lation 

needed 

needed 

needed 

.  ji§.<?dei.  _ 

needed 

n,ea.d£4 

Yard: 

Surface  drainage 

away  from  house 

300 

25 

10 

250 

25 

40 

[7,150 

600 

550 

Lawn  established 

150 

20 

5 

140 

10 

20 

4,860 

205 

100 

Plantings 

250 

200 

5 

20 

6,575 

245 

210 

Walks  and  drives 

30 

5 

10 

50 

10 

2,100 

230 

220 

Fences 

125 

20 

5 

75 

20 

30 

i2,250 

210 

125 

-  10  -                                 St'te  of  Delaware 
I.  EELATI^rE  I1-M3RTMCE  0?  ^PilRS  AUD  IMPR0^rEM5;-^T?S  WAi^T^D 
 (Haraber  of  Entries)  


tVHITE 


Owner 

Non-owner 

OCA 

$iUU 

$DUU 

$<sbU 

d»T  r\r\ 

House  repairs  axid 

improvements: 

Foundation 

250 

150 

100 

125 

125 

80 

Exterior  YJ-alls 

1,750 

1,600 

1,350 

900 

800 

550 

Roof 

1,065 
175 

825 

900 

470 

430 

400 

Chimneys 

110 

85 

100 

85 

60 

Doors,  windows. 

screens 

320 

250 

230 

230 

250 

275 

Porches 

650 

400 

425 

400 

350 

300 

Interior  walls, 

ceilings, 

floors 

1,185 

885 

775 

675 

600 

575 

Additional 

room 

550 

350 

200 

260 

200 

150 

Water  system 

800 

400 

200 

225 

250 

120 

Sanitary  facilities 

230 

150 

50 

120 

100 

70 

Lighting  systoii 

585 

285 

175 

240 

100 

35 

Heating  system 

225 

100 

75 

80 

30 

35 

Bathroom  eqaipment 

700 

375 

150 

170 

100 

75 

Laundry  facilities 

150 

150 

185 

100 

75 

100 

Cooking  facilities 

75 

70 

45 

50 

20 

35 

Landscaping 

100 

50 

SO 

35 

20 

20 

Electricity: 

Home  plant 

200 

60 

i  20 

100 

20 

Power  line 

275 

125 

i  45 

185 

35 

10 

Bui  1 1 -  in- e  quipment 

60 

30 

40 

45 

25 

10 

Furnishings 

200 

100 

i  125 

100 

45 

50 

I .  HELATI7E  IMPORTANCE  OF  REPAIRS  AND  IMPROmiENTS  WANTED 
(Number  of  Entries)  (Concluded) 


NON-WHITE 


TOTAL  FOR  STATE 

Owner 

Non-owner 

$500 

$250 

$100 

$500 

$250 

$100 

$500 

$250 

$100 

House  repairs  and 

improvement  s : 

Foundation 

50 

40 

25 

35 

65 

30 

460 

380 

235 

Exterior  walls 

100 

100 

75 

85 

100 

75 

2,835 

2,600 

2,050 

Roof 

50 

60 

30 

60 

85 

100 

1,645 

1,400 

1,430 

Chimneys 

25 

20 

10 

50 

10 

310 

265 

155 

Do  or  s ,  wi ndows , 

screens 

45 

25 

15 

45 

75 

50 

640 

600 

570 

Porche- 

25 

25 

20 

50 

80 

40 

1,125 

855 

785 

Interior  walls. 

ceilings, 

floors 

60 

50 

25 

100 

100 

75 

2,020 

1,635 

1,450 

Additional 

rocm. 

55 

25 

5 

65 

45 

25 

930 

620 

380 

Water  system 

5 

5 

10 

5 

20 

1,040 

660 

340 

Sanitary  facilities 

10 

5 

20 

5 

5 

380 

260 

125 

Lighting  system 

45 

5 

5 

870 

390 

215 

Heating  system 

5 

5 

315 

130 

110 

Bathroom  equipnent 

5 

5 

5 

880 

480 

225 

Laiandry  facilities 

5 

5 

5 

255 

230 

290 

Cooking  facilities 

5 

5 

130 

90 

85 

Landscaping 

5 

5 

140 

70 

85 

Electricity: 

Home  plant 

5 

300 

85 

20 

Power  line 

20 

5 

480 

160 

60 

Built-in-equipment 

5 

110 

55 

50 

Furnishings 

10 

5 

5 

5 

5 

51 

315 

155 

185 
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Questions  regarding  new  constr-uction  and  availability  of  local  credit  sources  to  finance 
construction  contained  on  the  questionnc.ire  were  answered  "by  the  occupants  as  follows: 


New  Construction  and  Financing 


miTE 

NON--fflITE 

TOTAL 

Ovmer 

Non-owner 

Ovmer 

Non-owner 

EOR 
STATE 

Number  of  persons  reporting  contemplated 
construction  of  ne^f;  house  within  next 
3  years 

Uumher  of  roams  to  be  constructed 

iMuiiiuex   ox  yxiXiXXcs 
Estimated  expenditure 

N-umber  of  entries 

30 
140 
30 

$70,200 
20 

20 

60 
20 

$19,800 
10 

- 

c 
D 

40 
5 

$11,700 
5 

55 
240 
55 

$101,700 
35 

Value  of  repairs  or  improvements  made  on 
the  present  house  durin^s^  the  last  3  yrst 
Lees  than  $100 
$100  to  $499 
$500  and  over 

1,500 
740 
280 

1,000 

300 
50 

80 
10 
5 

100 
10 
5 

2,680 
1,060 

340 

Expenditure  for  repairs  or  improvements 
contemplated  77ithin  next  12  months 
(totc2  amoimt) 
Number  of  entries 

$106,000 
830 

$38,600 
350 

$2,200 

40 

$1,300 

20 

$148,100 
1,240 

N'umber  of  persons  reporting  that  money  is 
available  from  local  credit  sources  to 
finance  house  construction,  repairs,  or 
impr  o  vement  s 

1,325 

600 

10 

60 

1,995 

Number  of  persons  interested  in  borrowing 
money  to  finance  construction,  repairs,  or 
improvements  provided  interest  rate  is 
satisfactory  and  repayments  can  be  diss 
tributed  over  a  period  of  10  years. 
Not  interested 
Total  sum  desired 
Number  of  entries 

630 
3,900 
$264,400 

550 

220 
1,800 
$83,300 
150 

40 
175 
$27,500 

40 

20 
230 
$10,300 
20 

910 
6,105 
$385,500 
760 

These  are  all  preliminary  data,  subject  to  revision  before  publication. 
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WASHINGTON,  D.  C 


Release  -  Irnnediato 


May  17,  1934. 

FAEM  HOUSING  SUH7EY 

(a  Civil  Worlds  Adnini  strati  on  Project) 

The  Farm  Housing  Survey  is  a  Civil  V/orks  Administration 
project,  carried  out  by  the  U.S.  Department  of  Agriculture  and 
the  State  Agricultural  Extension  Services.  The  ohject  is  to 
provide  the  hasic  information  necessary  for  a  program  of  im- 
provement for  farm  homes.  About  300  counties  throughout  the 
country  are  being  covered  "by  the  investigators.  This  report 
on  the   Stats  of  Nevada  is   the  fifth  State  Stmuaary  to  be 


i  ssued. 


FBELIIillKAP.Y  REP  GET  FOB  THE  STATE  OF  KEVADA 
(Subject  to   later  revision) 


:au  of 
AGRICULTu:ihL  ECONOr-' 


The  Farm  Housing  Survey  covered  approximately  ten  per  cent   of  the  counties  in 
each  State  except  New  York  and  Pennsylvania.     Two  6f  the  seventeen  counties  in 
Nevada,   Churchill  and  Washoe,   were  siirveyed.     Reports  on  1055  farm  houses  in  these 
counties  have  been  tabulated.      Of  this  number  1048  farm  houses  were   owned  or  occu- 
pied  by  white  occupants  and  8  farm  houses  were  ovmed  or  occupied  by  non-white 
occupants . 

In  each  State   the  counties  to  be   surveyed  were  selected  as  representative  of 
typical  farming  areas,    in  order  that  the  rtisults  of  the  surveyed  counties  might  be 
projected  over  tha  whole  Stata  by  applying  appropriat©  multiplying  factors.  The 
mmber  of  farms  in  each  area  as  reported  in  the  1930  Agricultural  Census  has  been 
used  as  the  basis  of  this  projection. 

Since  the  housing  conditions   in  the  two  counties  are  considered  typical  of 
the  rural   housing  conditions   of  the   entire   State  of  Nevada ,, appropriate  multiply- 
ing factors  7Jere  derived  by  dividing  the  number  of  farms  in  each  county  into  the 
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n-umbGr  of  farms  of  its  typical  farm  area  as  reported  for  the  year  1929  in  the 
Ce  nsus  of  Agriculture,   1930»     This  method  v/as  applied  to  each  of  the  two  classifi- 
cations of  tcnvire   (owners  and  non-owners)   as  Vi/cll  as  to  the  number  of  farms.  The 
d-'-ta  were  not  separated  between  white  and  non-white  occupants.     The  factors  were 
applied  to  each  item  included  in  the  survey  except  those  covering  number  of  farms 
and  acreage. 

The  figures  for  these  items,    on  number  of  farms  and  acreage,   wore  taken 
directly  from  the  Census  of  Agriculture,   1930,    because  it  was  found  that  the 
number  of  acres  per  farm  in  the  surveyed  counties  was   substantially  less  than  for 
some  of  the  counties  of  Nevada.     The  figures  taken  from  the  Agricultural  Census 
were  those  on  T6tal  Acres  in  the  Farm ,^ Acres  of  Crop  Land  Harvested ,   and  Acres  of 
Plowable  Pasture  Land.     The  figures  for  acres  tillable  are  probably  somewhat  low 
as  the  total   of  494,307  acres  of  crop  land  (as  against  397,504  acres  of  crop  land 
harvested)   and  78,111  acres  of  plowable  pasture  land,    or  a  total  of  572,418  acres 
of  tillable  land,   were  reported  in  the  Census  of  Agriculture,  making  an  average  of 
166  acres  of  tillable  land  per  farm.     However .   because   the  figures  on  To tal  Crop 
Land  were  not  available  in  the  classification  of  tenure  used  in  the  Farm  Housing 
Survey,   only  those  on  Crop  Land  Harvested  were  included  in  this  summary. 

There  were  3,442  farms  in  Nevada  in  1929,   of  which  3,222  were  reported  to 
have  a  total  value  of  farm  dwellings  of  $5,588,740.     The  farm  population  in 
Nevada  was  16,441  in  1929. 


Section  A 


O^rner 

Non- owner 

TOTAL  FOE  STATE 

Total  nur-iber  of  farm  houses 

2,400 

1  ,000 

3,  400 

Total  acres  in  farm* 

2,156,490 

1,924,416 

4,080,906 

Nunbex  of  entries* 

2,770 

672 

3,442  ■ 

Average  acres  per  fai'n* 

779 

2,864 

1,186 

Total  acros  of  crop  land  har- 

vested and  of  plowable  pasture 

land* 

317,697 

157,918 

475,615 

Number  of  entries* 

2,770 

672 

3,442 

Average  ^cres  tillable  per  farm 

115 

235 

138  _ 

*Census  of  Agriculture,  1930 
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B.  HOUSE  -.■  GSKEEAL  IKf OEl/IAT  ION 


Ovmer 

Non- owner 

TOTAL  FOE  STATE 

Kind  of  house 

Log 

20 

20 

Earth 

40 

30 

70 

Frane 

Unpainted 

Ci  r\ 

830 

330 

1      O  OA 
1  ,  «i(dU 

Painted 

1  , 230 

510 

1 ,  740 

Stucco 

80 

20 

100 

Brick 

100 

20 

120 

S  tone 

20 

10 

30 

Concrete 

30 

20 

100 

Age  of  house 

Under  10  years 

520 

200 

720 

10   to  24  years 

1  . 1 30 

410 

1,540 

25  to  43  years 

520 

270 

7S0 

50  and  over  years 

230 

120 

350 

0  M       <5  f". n  T*  ".T*      mi  ^ r> 

2  77^ 

i-ore  than  1  story 

400 

225 

625 

Total  nirr.hcr  of  roo3S 

11 , 850 

4,675 

16,525  • 

N^uibor  of  entries 

2,  375 

1,000 

3,375  • 

Average  nuiaoer  of  roonis 

■im  1 

Total  nux.r.'ber  of  rooms  not 

in  use  at  any  tiiac  of  year 

410 

470 

880 

NuLitcr  of  entries 

130 

150 

280 

Total  nur.-.ber  of  re^iilar 

occupants 

3  ,030 

3,700 

12,750 

Nuiuber  of  entries 

2,350 

975 

3 , 325 

Averaj;;c  nunlser  of 

occupants  por  house 

3.9 

3.3 

3.8 

Average  nui.ilier  of 

occupants  per  room 

0.3 

,...,1,1      i  ■  1   -  — 

0.8 

t 


ttL^te  of  I'e'/f'-da 
C.  COHDlTIOd  OF  FOUSj 


resent  Condition   

P.epairs  or 

He placement 

G-ood 

Fair 

Poor 

al  terations 

or  new  in- 

needed 

stallation 

needed 

Foundation 

I  .075 

575 

650 

400 

600 

^alls,  exterior 

1 , 300 

800 

400 

r*  r»  r* 

575 

2  50 

Roof 

1  . 1  50 

800 

450 

675 

315 

Cliirmeys 

1  ,  625 

450 

325 

175 

300 

Doors  and  v/incLo\7S 

1  ,325 

700 

375 

525 

275 

Screens 

1 , 100 

62  5 

475 

475 

525 

Faint,  exterior 

550 

500 

775 

475 

1,000 

Interior  vra.lls  and  ceiling 

375 

325 

500 

775 

350 

Floors 

1  ,175 

700 

525 

500 

375 

Stairs 

450 

IQO 

75 

50 

50 

Insulation 

1,250 

350 

500 

225 

500 

.vOw-OwlCllHS 


P 

resent  Condition 

acpairs  or 
al  terations 
needed 

-Replacement 
or  nev;  in- 
stallation 
needed 

uoo  d 

7a  ir 

Poor 

 1 

Foundation 

1  1 

300 

220 

400 

170 

330 

Aalls,  exterior 

375 

375 

250 

265 

150 

Boof 

425 

300 

270 

275 

185 

Chimneys 

600 

200 

200 

100 

125 

Doors  and  windows 

430 

335 

235 

250 

175 

Screens 

350 

250 

275 

175 

325 

Paint,  exterior 

150 

225 

375 

175 

450 

Interior  w;;.lls  and  ceiling 

325 

350 

325 

350 

225 

Floors 

375 

350 

275 

250 

225 

Stairs 

150 

75 

75 

25 

50 

Insulation 

450 

150 

250 

100 

250 

TO Til  F03  STATS 


p 

resent  Condition 

" 

Bepairs  or 

Eeplacenent 

Good 

Fair 

Poor 

al terations 

or  ne'.T  in- 

needed 

stallation 

'  ■  —  1 

needed 

Foundation 

1  .375 

795 

1,050 

570 

930 

Walls,  exterior 

1,  575 

1 ,175 

650 

840 

400 

Boof 

1 ,575 

1 ,100 

725 

950 

500 

Chinmeys 

2,225 

650 

525 

275 

425 

Doors  and  v/indows 

1  ,755 

1 ,035 

610 

775 

450 

Screens 

1 ,450 

875 

750 

650 

850 

Paint,  exterior 

700 

725 

1 ,150 

6  50 

1 ,450 

Interior  walls  and  ceiling 

1 ,  300 

1,275 

825 

1 ,125 

575  ' 

Floors 

1 ,  550 

1 ,050 

800 

750 

600 

Stairs 

600 

175 

150 

75 

100 

Insulation 

1  ,700 

500 

750 

325 

750  ' 

Of  the  1056  farn  houses  surveyed,   complete  rcplacciv.ent  of  246  faria  houses  ^vas 
desired  "by  the  occupants. 


D.   SPACE  EEQUlHEIviENTS 


Owner 

Non- 

ovmer 

TOTAL 

FOR  STATE 

Have 

Addi  tional 

Have 

Addi  tional 

Have 

Addi  tional 

—    ..  . 

now 

rooms  needed 

now 

rooms  needed 

now 

rooms  needed 

Bedrooms 

5.650 

1  ,200 

2,320 

490 

7  ,970 

1 ,690 

Nimber  of  entries 

2  , 300 

780 

950 

320 

3,2  50 

1,100 

Living  room 

1  ,  S80 

240 

610 

160 

2,490 

400 

Dining  roou 

1 ,320 

290 

460 

150 

1  ,780 

440 

Ki  tchen 

2  ,300 

50 

890 

20 

3,190 

70 

Work  room 

430 

370 

170 

160 

600 

530 

Wash  roo":  for  farm  help 

120 

340 

60 

150 

180 

490 

Bathrooms 

1  ,050 

740 

290 

310 

1  ,340 

1 ,050 

Halls 

400 

40 

180 

20 

580 

60 

Basement 

680 

240 

220 

90 

900 

330 

Closets 

5,470 

2,050 

1 ,  550 

1 ,050 

7,120 

3,130 

Numher  of  entries 

1  , 860 

960 

670 

410 

2,530 

1 ,  370 

Front  or   side  porch 

1 ,  400 

450 

520 

160 

1 ,920 

010 

Back  porch 

1,210 

47  5 

440 

150 

1,650 

625 

Storage  space  for  fresh 

fruits  and  vepetables 

1 ,  370 

380 

560 

200 

2.230 

580 

2,   WATER  SUPPLY  AND  SEWAGE  DISPOSAL 


m 

0  TiVTl  ^ 

T>T  O  ?^  —  O  VJTi  T» 

nave 

iHepair  s 

TTr  : — 

New  m- 

TT_  

nave 



Repairs  or 

New  in- 

now 

jor  altera- 

, stalla- 

now 

alterations 

stalla- 

|t3.ons needed 
1 

tion 
needed 

needed 

tion 
needed 

! 

- — —  - 

Well,    drilled  or  driven 

720 

30 

40 

260 

10 

40 

1                1  90 

I  1 

J.  J.  U 

'iO'J 

50 

Spring 

150 

15 

10 

80 

5 

: 

- 

Ci  s  tern 

20 

5 

S  t  r  e  .am 

230 

130 

Water  supply  for  house: 

Carried 

Distance  (total  feet; 

454,000 

S92 ,  000 

Numher  carrying  watei 

980 

490 

" 

Hand  p'ui~p  in  dwelling 

230 

5 

40 

70 

10 

Piped,  cold 

1  ,200 

30 

520 

390 

30 

240 

Piped,  hot 

920 

110 

620 

250 

30 

280 

Sanitary  facilities; 

Outdoor  toilet  (privy) 

Improved 

160 

5 

70 

40 

20 

Unimproved 

1 ,  800 

750 

Indoor : 

Chemical 

20 

10 

5 

Flush 

690 

20 

860 

200 

5 

330  j 

Bathroom  fixtures: 

Tut 

960 

30 

890 

250 

10 

340  i 

Shower 

120 

10 

530 

50 

5 

240 

Lavatory 

700 

30 

875 

200 

10 

325 

Kitchen  sink  with  drain. 

1,600 

110 

550 

'.  530 

30 

220 

Disposal  of  sewage: 

Septic  tank 

350 

10 

600 

75 

240  1 

Cesspool 

360 

30 
5 

1 

150 

170 

10 

50  1 

Stream 
our face 

50 

— «   

5 

20  i 
,-1 

-6- 
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2.   WATI:e  supply  and  SEl/AGE  DISPOSAL 
( Concluded) 


TOTAL  FO 

JTL     O  J.  ii  J.  Jlj 

Have  no'.v 

Hopai 
1 1  ons 

rs  or  altera- 
needud 

New  installa- 
tion needed 

Souxce  of  v7ator  : 

Well,    drilled  C'r  driven 

930 

40 

80 

Vifell  dug  or  "bored 

1  ,  7  40 

180 

160 

Spring 

230 

20 

10 

Ci  Sucrn 

20 

5 

Strcom 

360 

_ 

Vlfatcr   supply  for  house: 

Ca.rr  i  cd 

Distance   (total  fcot) 

1 ,045,000 

Hunber   carrying  water 

1  ,470 

Hand  puiup   in  dv/ellincc 

300 

5 

50 

Piped,  cold 

1  ,  590 

60 

760 

Piped,  hot 

1  ,130 

140 

900 

Sa^nitary  facilities: 

Outdoor  toilet  (privy): 

Improved 

200 

5 

90 

Unimproved 

2 , 550 

Indoor : 

Chenica.1 

25 

10 

Flush 

890 

25 

1 ,190 

"Rri  tliT*  n nr"i    "F  x "srtnr*    ^  ! 

iU  D 

1  ,  210 

Shower 

170 

15 

770 

Lavatory 

900 

40 

1 ,  200 

Kitchen  sink  with  drain 

2.130 

140 

770 

Disposal   of  scwajre: 

Septic  tank 

425 

10 

840 

Cesspool 

530 

40 

200 

Stream 

650 

10 

70 

Surface 

1 ,  800 

- 

F.  LIGHT  AND  HEAT  (Nixmber  of  I^ntrics) 


Owner 

Kavo 

Hopairsor 

He,  v^ 

l^lcpairs  or 

New  in- 

now 

al  t  L^rati-ens 

lt:Vion  uV.c,l'c:d 

:io 

al  tera- 

stalla- 

ncolvjd 

tions 

tion 

needed 

needed 

Lighting: 

!  '  

Kerosene  or 

gasoline  laxips 

660 

40 

350 

30 

Acetyl enc 

10 

_ 

Piped  gas 

20 

5 

5 

Electric : 

Home  plant 

70 

10 

30 

40 

10 

20 

Power  line 

1 .  650 

30 

230 

600 

20 

150 

Miles 

3  ,070 

520 

Number   of  entries 

820 

390 

- 

,  Heating: 

j 

40  ! 

[  Fireplaces 

190 

10 

60 

30 

Stoves 

1  ,980 

30 

80 

820 

30 

60  ! 

Circulating  hteater 

260 

300 

70 

130 

Pipeless  furnace 

30 

5 

50 

10 

20 

Piped  warm  air , 

steam,    or  water 

70 

furnace 

80 

5 

170 

10 

State  of  Nevada 


I.  LIGHT  AND  HEAT  (Concluded) 


TOTAL  rOE  STATE 


Have;  now 

Piepairs  or  alter- 
ations needed 

New  installa- 
tion needed 

T .  T    r-p  r\  4*  T  ^  /"yi  • 

-u  4-       u  lllg  • 

^a,  s  o  1 1  n  G  1  cunp  s 

1  ,  UlU 

"JO 

Acotylcno 

10 

"* 

Piped  gas 

20 

5 

5 

lil  ectr  ic : 

Hone  plant 

110 

20 

50 

1               Power  1 ine 

50 

Miles 

3.590 

Nunocr  of  entries 

1,210 

Heatings 

Fireplaces 

220 

10 

100 

Stoves 

2 ,  800 

60 

140 

Circulating  heater 

330 

430 

Pipeless  furnace 

40 

5 

70 

Piped  warn  air,  stear.i, 

or  water  furnace  | 

90 

5 

-'■.-r^--     i?40  ,„ 

G,  BEPBIGEHATION.  LAUlIpaY.  AND  COOKING  FACILITIES  (NuQ-ber  of  ^p^^9i.^..^^     '  " 


1  ^  ■  ^  

j  Owner 

Non-ovmer 

TOm  FOB. 

STATE  ■' 

!  Kavo 

' Repair  s 

New  in- 

Have 

Eepair s 

New  in- 

Have 

Repairs  ^ 

New  in-r^ 

j  now 

i 

or  alter- 
at  ions 
needed 

stalla- 
tion 
needed 

nov/ 

or  alter- 
ations 
needed 

stalla- 
tion 
needed 

now 

or  alter- 
ations 
needed 

stallar 

tion  ' 

n^0dea.j.^ 

Eefr iteration  J 

Ice 

780 

5 

150 

300 

15 

70 

1 .080 

20 

220 

Mechani  cal 

210 

5 

830 

50 

300 

260 

5 

1,130 

Lanndry : 

Where  done: 

Out-of-doors 

830 

330 

•< 

1  ,160 

In  kitchen 

L  ,030 

30 

40 

420 

10 

10 

1,450 

40 

5a 

In  "basenent 

60 

5 

20 

10 

10 

70 

5 

30 

In  special 

room  on  sacio 

level  with 

kitchen 

340 

20 

290 

120 

100 

460 

20 

390 

Sauipnent  J 

"Pized  tu'bs 

100 

350 

50 

140 

150 

** 

490 

Power-  riiachine 

750 

20 

580 

240 

240 

1,000 

20 

820 

Hand  nachine 

50 

5 

10 

10 

s 

5 

60 

10 

15 

Cooking  facilii 

ties  : 

Wood  or  coal 

stoves 

2,250 

30 

110 

875 

30 

60 

3,125 

60 

170 

Kerosene  or 

gasoline 

sto ve  s 

2  30 

20 

20 

50 

20 

250 

20 

40 

Gas  stoves 

80 

120 

5 

50 

85 

170 

Electric 

stoves 

220 

5 

210 

?o 

5 

100 

250 

10 

State  of  Nevada 


H.  LANDSCAPING  OF  HOUSE 
(Nuater  of  ZrJ-xiur.) 


Ovmei- 

Non-ovmer 

TOIAl  FOE  STATE 

Have 
now 

Repairs 

or  alter- 

ation'r, 

needed 

Now  in- 
stalla- 
tion 
needed 

Have 
now 

Repair  s 

or  alter- 
ation's 
needed 

New  in- 
stalla- 
tion 
needed 

Have 
now 

Repair  s 

or  alter- 
ation Li 
needed 

New  In- 
stalla- 
tion 

Yard: 

Surface  drainage 
away  frou  house 
Lav/n  established 

■  Plantings 

B  V^alks  and  drives 

H'  ^'ences 

1  ,920 
810 
1 ,  540 

620 

250 

230 
2  50 
250 
340 

260 
920 
770 
990 
1.050 

680 
170 
430 
160 
350 

100 
90 
75 

90 

130,, 

150 
470 
440 
460 
?25 

2,600 
980 

1  ,970 
780 

1,475 

310 
320 

325 
340 
470 

needed  ^ 

410 
1,390 
1  ,210 
1 ,450 
1.575  _ 

I.  RELATIVE  lilPORTANCE  OF  REPAI2S  AND  IMPROVEMENTS  WANTED 


Ovmer 

N on- owner 

TOTAL  FOR 

STATE 

$500 

$250 

$100 

$500 

$250 

$100 

$500 

$250 

$100 

House  repaijrs  and 

inpro venents : 

Foundation 

340 

160 

150 

120 

90 

80 

460 

250 

230 

Exterior  walls 

510 

290 

230 

190 

100 

70 

700 

390 

300 

Roof 

400 

370 

300 

160 

110 

00 

640 

400 

380 

Chimneys 

120 

60 

30 

60 

40 

40 

180 

100 

70 

Doors,  windows, 

screens 

290 

150 

120 

130 

100 

60 

420 

250 

180 

Porches 

460 

220 

150 

130 

60 

50 

590 

280 

200 

Interior  walls, 

callings,  floors 

740 

470 

410 

290 

200 

170 

1 ,030 

670 

580 

Additional  roora 

700 

360 

200 

240 

150 

90 

940 

510 

290 

Water  system 

760 

430 

260 

350 

220 

170 

1.110 

650 

430 

Sanitary  facilities 

430 

140 

80 

150 

80 

20 

500 

220 

100 

lighting  syston 

160 

70 

60 

90 

40 

10 

250 

110 

70 

Heating  system 

170 

70 

40 

40 

10 

10 

210 

80 

50 

BathrooEi  equipment 

eoo 

440 

2'?0 

350 

100 

100 

1 ,230 

520 

300 

Laundry  facilities 

200 

100 

90 

90 

50 

30 

290 

150 

120 

Cooking  facilities 

100 

■''50 

30 

40 

20 

5 

140 

70 

35 

Landscaping 

150 

70 

40 

30 

5 

5 

ICO 

75 

45 

Electr  icity: 

Hone  plant 

30 

5 

20 

5 

50 

10 

Power  line 

200 

BO 

40 

90 

50 

20 

290 

130 

60 

Built- in-equipment 

160 

50 

30 

40 

40 

10 

200 

90 

40 

JFurnishiniijs 

400 

170 

150 

160 

70 

70 

560 

240 

220       ,  , 

-  9  - 
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Questions  regarding  new  cbns truction  and  avai lati 1 i ty  of  local  credit  sources  to 
finance  construction  contained  on  the  q^ue  s  Li  onnair  e  were  answered  by  the  occupants  as 
follows : 

New  Construction  o.nd  Financin,?- 


Ov;ner         Hon- oivner  TOTAL   FOE  STATE 


Numher   of  persons  reporting  contemplated 
corstrviction  of  nev/  house  within  next 
3  years 

'cJi.iinher  of  rooms   to  be  constructed 
iTumber   of  entries 
Zstimatud  expenditure 
I'l umber   of  entries 

Value  of  repairs  or   improvements  made  on 
the  present  house   during  the  last  3  yrs: 
Less   than  $100 
$100   to  $499 
$500  c-nd  over 


270  50  320 

1,030  170  1,200 

190  40  230 

$  527,000  $  77,000  $  604,000 

190  40  230 


830  300  1,130 

410  100  510 

200  40  2  40 


Expenditure   for  repairs  or  improvements 
contemplated  v.'ithin  next  12  months 

(total   araount)  $140,000  $17,000  $  157,000 

Number   of  entries  39O  110  500 


Number   of  persons   reporting   that  money  is 
available   from  local   credit   sources  to 
finance  house  construction,   repairs  or 

improvements  190  40  230 


Number  of  persons  interested  in  borrowing 
.  money  to  finance   construction,  repairs, 

improvements  provided  interest  rate  is 

satisfactory  and  r epa,yi'-ents  can  bo  dis- 
.'    tributcd  over  a  period  of  10  yoars. 

Not  interested 
Tota.l   sue:  desired 

ITiimbcr  of  entries 


POO  220  1,020 

1,240  520  1,760 

$991,000  S  219, 000  $1,309,000 

790  200  990 


These  o.re  all  preliminary  data,    subject   to  revision  before  publication. 
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FARM  HOUSING  SURVEY 
(a  Civil  Works  Administration  Project) 


May. 31,  1934 


iPiiT  mm 


The  Farm  Housing  Survey  is  a  Civil  Works  Administration.  .-p>  ^      iGQ/i  v-'V 
project,  carried  out  ty  the  U.S.  Department  of  Agriculture "^fttid    ti   4~  1^04 
the  State  Agricultural  Extension  Services.     The  ohject  i!^  to 
provide  the  iDasic  information  necessary  for  a  program  ofi  iE>-    L{E3F?AR  Y 
provement  for  fanii  homes.    About  300  counties  throughout^  the       ,  ■    ,  _ 

country  are  heing  covered  by  the  investigators.    This  vep^'^mii  Ot  AgriCUitural  fcCOriOiil! 
on  the  State  of  Nev^  Mezico  is  the  sixth  State  Sunmary  to  'bei 
issued.   


PRELIMINARY  REPORT  FOR  THE  STATE  OF  l^/J  MEXICO 
(Subject  to  later  revision) 

The  Farm  Housing  Survey  covers  approximately  ten  per  cent  of  the  counties  in  each  State 
except  New  York  and  Pennsylvania.    Six  counties  in  New  Mexico  were  partially  s-urveyed.  The 
surveyed  counties  axe  Chaves,  Curry,  Eddy,  Mora,  Q^iay,  and  San  Miguel.    Reports  on  5143  farm 
houses  in  these  counties  have  been  tabulated. 

In  each  State  the  counties  to  be  surveyed  were  selected  as  representative  of  typical 
farming  areas  in  order  that  the  results  of  the  surveyed  ■comities  might  be  projected  over  the 
whole  State  by  applying  appropriate  multiplying  factors.    The  number  of  farms  in  each  area  as 
reported  in  the  Agricultural  Census  of  1930  is  used  as  the  basis  of  this  projection. 

Since  the  housing  conditions  in  the  six  counties  surveyed  in  New  Mexico  were  considered 
typical  of  the  rura,l  housing  conditions  in  the  areas  of  the  v/hole  State,  appropriate  multiplying 
factors  were  derived  by  dividing  the  number  of  farm  houses  covered  by  the  survey  of  these  counties 
into  the  ntanber  of  farr.is  in  the  representative  areas  as  reported  for  the  year  1929  in  the  Census 
of  Agriculture,  1930,    This  method  was  applied  to  each  of  the  classifications  of  tenure  (owner 
and  non-owner)  e.s  well  as  to  the  total  n\mber  of  forms.    The  factors  were  applied  to  each  item 
included  in  the  siirvey  except  those  covering  number  of  farms  and  acreage. 

The  figures  for  these  items,  on  number  of  farms  exid  acreage,  were  taken  directly  from  the 
Census  of  Agriculture  of  1930,  because  it  was  found  that  the  number  of  acres  per  farm  in  these 
counties  were  substantially  less  tlian  for  the  other  two  coiinties  in  the  State.    The  figures  taken 
from  the  ilgricultural  Census  were  these  on  Total  Acres  in  the  Farm,  Acres  of  Crop  Land,  Harvested, 

Acres  of  Plowable  Pasture  Land.  These  figures  are  proba,bly  somewhat  low,  as  a  total  of 
1,799,190  acres  of  crop  land  (as  against  1,493,998  acres  crop  land  harvested)  and  3,198,497  acres 

27i0-34 
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of  plowable  pastxirc  land,  or  a  total  of  4,997,687  acres  of  tillable  lejad,  were  reported  in  the 
Census  of  Agriculture,  making  an  average  of  159  acres  of  tillable  land  per  farm.  However, 
because  the  figures  on  Total.  Crop  Land  were  not  available  in  the  classifications  of  tenure  used 
in  the  Farm  Housing  Survej.',  only  those  on  Crnp  Lmid  Harvested  were  included  in  this  sunmary. 

Mora  and  San  Miguel,  in  the  northern  part  of  New  Mexico,  were  selected  as  typical  Spanish- 
ifciericah.  counties.     These  counties  are  in  a  rather  no'ontainous  section  of  the  State.    They  'ire 
characterized  by  a  stable  Spanish-Jtoierican  culture  and  general  farming.    Quay  and  Curry  were 
selected  ks  typical  of  the  dry  land  axes,    Chaves  and  Eddy  Counties  were  selected  as  typical  of 
the  irrigated  area  located  in  the  southeastern  part  of  New  Mexico. 

The  survey  shows  that  water  is  carried  to  the  majority  of  farm  houses.    The  distance  which 
the  water  is  carried  varies  from  a  few  feet  to  twelve  miles,  as  in  seme  instances  no  vrater  is 
available  on  the  farm  and  must  be  hauled  from  adjoining  farms,  springs,  or  nearby  stre.3ms.    Of  the 
5143  farm  houses  surveyed,  complete  replacement  of  818  farm  houses  was  desired  by  the  occupants. 

There  were  31,404  farms  in  New  Mexico ■ in  1929,  of  which  27,771  were  reported  to  have  a 
total  value  of  farm  dwellings  of  $16,506,597.    The  farm  population  in  New  Mexico  was  158,631  in 
1929. 

SECTION  A 


Owner 

Non-ownex" 

Total  for  State 

Total  number  of  farm  houses 

25,300 

6,600 

31,900 

Total  acres  in  farm  * 

21,856,825 

8,965,209 

30,822,034 

Nimber  of  faniis  * 

24,740 

6,664 

31,404 

Average  acres  per  farm  * 

883 

1,345 

981 

Total  acres  of  cropland  harvested 
and  of  plowable  pasture  land  ' 

3,400,459 

1,292,036 

4,692,495 

Number  of   farms  '  * 

24,740 

6,664 

31,404 

Average  acres  tillable  per  farm  * 

137 

194 

149 

*    Census  of  Agriculture,  1930 
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B.  HOaSE  -  GMERAL  I1JF0EMA.TI0W 


Ovjner 

Non-o'vvner 

Total  for  btata 

Kind  of  house  (number) 

Log 

2,900 

300 

3,200 

Earth 

7,700 

900 

8,600 

Frame 

Unpainted 

4,100 

2,900 

7,000 

Painted 

5,000 

1,650 

6,650 

Stucco 

1,700 

400 

2,100 

Brick 

130 

30 

160 

Stone 

3,350 

320 

3,670 

Concrete 

430 

100 

520 

Age  of  house  (nvmber) 

Under  10  years 

6,400 

1,200 

7,600 

10  to  24  years 

9,200 

3,100 

12,300 

25  to  49  years 

7,000 

2,100 

9,100 

50  and  over  years 

2,700 

200 

2,900 

One  story  house  (number) 

22,400 

6,000 

28,400 

More  than  1  story  (nvmber  ) 

2,900 

600 

3,500 

Total  number  of  rooms 

102,000 

24,000 

126,000 

JJimher  of  entries 

25,300 

6,600 

31,900 

Average  number  of  rooms  per  house 

4.0 

3.6 

3.9 

Total  number  of  rooms  not  in  use 

at  any  time  of  year 

1,275 

700 

1,975 

Number  of  entries 

600 

300 

900 

Total  number  of  regular  occupants 

118,800 

33,200 

152,000 

Number  of  entries 

25,250 

6,650 

31,900 

Average  number  of  occupants 

per  house 

4.7 

5.0 

4.8 

Average  numhcr  of  occupants  per 

1.2 

room 

1.2 

1.4 

C.  CONDITION  OF  HOUSE 


O'ivner  (Number  of  Entries) 


Foundation 
Tjfalls,  exterior 
Roof 
Chimneys 

Doors  and  windows 
Screens 

Paint ,  exter  ior 

Interior  walls  ojid  ceiling 

Floors 

Stairs 

Insulation 


Present  Condition 


G-ood 


13,900 
12,200 
9,100 
9,600 
9,700 
6,500 
4,500 
7,700 
8,750 
2,100 
7.700 


Fair 


5,000 
8,200 
5,800 
3,300 
8,600 
5,800 
6,300 
10,100 
8,950 
560 
4.300 


Poor 


4,300 
4,900 
9,400 
3,d00 
7,000 
7,300 
12,200 
7,300 
7,600 
490 
3.300 


Repairs  or 

alterations 

needed 


3,300 
5,800 
6,400 
1,700 
6,700 
3,500 
4,100 
7,400 
5,800 
350 
2.400 


Replacement 
new  instal- 
lation needed 


3,100 
2,300 
6,500 
4,100 
4,100 
10,500 
9,100 
4,200 
5,200 
360 
2.400 
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C.  CONDITION  OF  HOUSE  (Continued) 


—  ■  ■  

Noiv-owner  (Number  of  Entries 

) 

Pr^ 

isont  Condition 

Replacement  or 

BJL  uGi^a*  u  ±  Olib 

new  instal- 

Good 

Fair 

Poor 

lation  needed 

Foundat  i  on 

1,300 

2,000 

1  300 

1,400 

Walls,  exterior 

/o ,  uuu 

2,300 

2,300 

2,100 

ROD 

Roof 

1  900 

1,800 

2,900 

2,000 

1,600 

Chinmeys 

2 1 400 

1,100 

1,300 

70G 

1,600 

Doors  and  windovfs 

1,600 

2,000 

3,000 

2,400 

1,400 

Screens 

1,300 

1,400 

2,600 

1,300 

3,300 

Paint,  exterior 

700 

1,200 

3,200 

1,000 

2,800 

Interior  walls  and  ceiling 

1,100 

2,300 

3,200 

2,800 

1,400 

Floors 

1,550 

2,350 

2,700 

1,900 

1,400 

Stairs 

300 

160 

140 

110 

80 

Insulation 

,  l.,400 

1,200 

.,  1,500 

1,000 

1,200 

C.  COroiTION  OF  HOUSE  (Concluded) 


Total  for  State  (Num"ber  of  Entries) 


Present  Condition 

Repairs  or 

alterations 

needed 

Replacement  or 
new  instal- 
lation needed 

Good 

Fair 

Poor 

Foundation 

16,200 

6,300 

5,300 

4,600 

4,500 

We-lls,  exterior 

14,200 

10,500 

7,200 

7,900 

3,100 

Roof 

11,000 

8,500 

12,300 

8,400 

8,100 

Chiimeys 

12,000 

4,400 

4,800 

2,400 

5,700 

Doors  and  windows 

11,300 

10,600 

10,000 

9,100 

5,500 

Screens 

7,800 

7,200 

10,100 

4,800 

13,800 

Paint,  exterior 

5,200 

7,500 

15,400 

5,100 

11,900 

Interior  walls  and  ceiling 

8,800 

12,400 

10,700 

10,200 

5,600 

Floors 

10,300 

11,300 

10,300 

7,700 

6,600 

Sta.irs 

2,400 

720 

630 

460 

440 

Insulation 

9.100 

5.500 

4.800 

3.400 

3.600 

D.  SPACE  REQIUIREMENTS 


C'vi.'ner 


Non- owner 


Total  for  State 


Have 
now 


Bedrooms  ** 

N^umber  of  entries 
Living  room 
Dining  room 
Kitchen 
Work  room 
Wash  room  for 

farm  help 
Bathrooms 
Halls 
Basement 
Closets  *** 

N\mber  of  entries 
Front  or  side  porch 
Back  porch 

Storage  space  for  fresh 
__fruits  and  vegetaliles 


46,800 
23,400 
14,500 

7,500 
23,700 

3,600 

770 
3,100 
3,000 
2,400 
18,500 
9,100 
9,400 
5,  SCO 

7,400 


Additiriv'.l 
roon  iiaodod 


iiave 

-.lilOW 


^     Xd di  1 1 onal 
-  room  needed 


10,100 
7,200 
2,000 
1,900 
670 
1,500 

630 
3,500 
75 
750 
14,000 
7,900 
2,700 
1,700 

3.400 


10,200 
5,400 
4,900 
1,400 
6,000 
600 

160 
450 
400 
500 
4,000 
2,200 
2,300 
1,400 


Have 
now 


4,700 
3,000 
600 
700 
400 
600 

120 

1,200 
25 
100 
6,100 
3,100 
700 
700 

1.100 


57,000 
28,800 
19,400 

8,900 
29,700 

4,200 

930 
3,550 
3,-100 
2,900 
22,600 
11,300 
11,700 
6,900 

9.100 


Additional 
room  needed 


14,800 
10,200 
2,300 
2,600 
1,070 
2,200 

750 
4,700 
100 
850 
20,100 
11,000 
3,400 
2,400 

4.500 


*  Ntaiiber  of  entries  except 
**  Ntmher  of  hedrooms 
***  Nxmbor  of  Resets 


where  otherwise  indicated 
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E.  mSER  SUFPLY         SEWAGE  mSPOSAL*  


Owner 


Non- owner 


Have 
now 


Source  of  water; 

Well,  drilled  or  driven 
Well  dug  or  bored 
Spring 
Cistern 
Stream 
Water  supply  for  house; 
Carried 

Distance  (t«tal  feet) 

Huinber  carrying  water 
Hand  pump  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet  (privy) : 

Improved 

Unimproved 
Indoor: 

Chemical 

Flush 
Bathroom  fixtures; 
TuB 

Shower 

Lavatory 
Kitchen  sink  with  drain 
Disposal  of  sewage; 

Septic  tank 

Cesspool 

Stream 

Surface 


10,000 
4,100 
1,600 
3,000 
6,500 


31,420,000 
19,900 
230 
4,900 
1,700 


1,150 
19,800 

15 
2,200 

3,100 
325 
2,100 
4,400 

350 
3,000 

120 
4.100 


Itepairs  or 
alterations 
needed 


900 
900 
170 
325 


45 
160 
150 


100 


10 

60 

130 
5 
60 
150 

10 
160 


We\f  instal- 

lation 

needed 


Have 
now 


1,000 
250 
15 

400 


230 
2,300 
1,500 


900 


4,100 

500 
250 
600 
700 


3,420,000 
5,700 
70 

900 
200 


150 
5,600 


5 

5 

2,400 

300 

2,800 

450 

525 

50 

2,100 

300 

2,800 

800 

425 

25 

2,500 

500 

20 

20 

1  .Finn 

Repairs  or 
alterations 
needed  


400 
100 
20 
100 


5 
50 
20 


5 
15 

10 

10 
50 

20 
10 

5 


Nev/  instal- 
lation 
needed  


300 
50 
15 

175 


50 
860 
500 


600 


800 

850 
225 
625 
1,000 

200 
800 
5 


E.  WATER  SUPPLY  AND  SEWAGE  DISPOSAL* 
 (Concluded),  


Total  for  State 


Have  now 


Repairs  or  alter- 
ations  needed 


New  installation 
needed 


Source  of  water; 

Well,  drilled  or  driven 
Well  dug  or  bored 
Spring 
Cistern 
Streem 
Water  supply  far  house; 
Carried 

Distance  (total  feet) 

Number  carrying  water 
Hand  pump  in  dwelling 
Piped,  cold 
Piped,  hot 
Sanitary  facilities: 
Outdoor  toilet  (privy) ; 

Improved 

Unimproved 
Indoor : 

Chemical 

Flush 
Bathroom  fixtures; 
TuB 

Shower 

Lavatory 
Kitchen  sink  with  drain 
Disposal  of  sewage; 

Septic  tank 

Cesspool 

Stream 

Surface   


14,100 
4,600 
1,850 
3,600 
7,200 


39,840,000 
25,600 
300 
5,800 
1,900 


1,300 
25,400 

20 
2,500 

3,550 
375 
2,400 
5,200 

375 
3,500 

140 
5.900 


1,300 
1,000 
190 
425 


50 
220 
170 


100 


15 
75 

140 
5 
70 

200 

30 
170 

5 


1,300 
300 
30 
575 


280 
3,160 
2.000 


1,500 


5 

3,200 

3,650 
750 
2,725 
3,800 

525 
3,300 
25 


Niamlier  of  entries  except  where  •therwise  indicated. 
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F.  LIGHT  MD  EEAT  (Number  of  Entries) 


Ownor 

Non- owner 

To 

teJ-  lor  b 

4-«Xrt 

Have 

J. V  C  JV      X  i-X 

Hqvg 

Hepciir  s 

New  in- 

Have 

Repairs 

New  in- 

now 

or  alter- 

STiaJ." 

now 

4*.  OY»- 

tji      C«X  OCX  " 

stal- 

now 

or  alter- 

stal- 

ations 

lat  ion 

ations 

lation. 

needed 

needed 

needed 

lighting: 

Kerosene  or 

gasoline  lamps 

D,  <JUU 

<ouu 

27,40C 

1,650 

Acetylene 

ooc 

iUU 

lO 

xco 

90C 

125 

325 

piped  gas 

iUU 

DU 

c 

xu 

12E 

25 

60 

Electric: 

Home  plant 

yuu 

oU 

xuu 

xu 

Xo? 

l.OOC 

90 

500 

Power  line 

2,550 

oc 
25 

io 

2,90C 

40 

530 

Miles 

345,000 

58,800 

403S0C 

Number  of  entries 

25,75C 

IHeatinig: 

200 

:  Fireplaces 

3,500 

200 

190 

375 

40 

10 

3,87E 

240 

Stoves 

19,500 

675 

1,175 

5,400 

75 

175 

24, 90C 

750- 

1,350 

Circulatirig  heater 

1,000 

25 

350 

125 

175 

1,125 

25 

525 

Pipeless  fui-nace 

100 

15 

50 

10 

5 

IOC 

25 

55 

Piped  waam  air, 

steam,  or  water 

furnace 

270 

30 

50 

30 

5 

10 

30C 

35 

60 

G.  REmGEElATION,  LAUNIEY,  MD  COOKING  FACILITIES  (Number  of  Entries) 


Owner 

Non- owner 

Total  for  State 

Have 

Repairs 

New  in- 

Have 

Repairs 

New  in- 

Have 

Repa.irs 

New  in- ' 

now 

or  alter' 

-stal- 

now 

or  alter- 

stall 

now 

or  alter- 

■ stal- 

at ions 

lation 

ations 

lat ion 

ations 

lation  ' 

i.  .....  . 

jiceded 

needed 

i^eeded 

needed 

needed 

needed 

Bcf rigeration: 

Ice 

4,500 

50 

350 

900 

15 

150 

5,400 

65 

500 

Mechanical 

1,100 

25 

1,200 

100 

5 

450 

1,200 

30 

1.650 

Laxondry: 

Where  done: 

Out-of-doors 

6,200 

2,900 

9,100 

In  kitchen 

15,600 

40 

450 

3,100 

10 

75 

18,700 

50 

525 

In  basement 

175 

25 

25 

25 

200 

50  , 

In  special  room 

on  some  level 

with  kitchen 

2,700 

40 

700 

500 

10 

300 

3,200 

50 

1,000 

Equipment ; 

Fixed  tubs 

1,350 

25 

1,000 

100 

25 

400 

1,450 

50 

1,400 

Power  machine 

4,100 

850 

150 

1,750 

700 

25 

750 

4,800 

175 

2^  500 
550 

Hand  machine 

25 

450 

150 

100 

1,000 

25 

Cooking  facilities: 

Wood  or  coal 

stoves 

21,100 

1,600 

1,350 

5,100 

200 

250 

26,200 

1,800 

1,600 

Kerosene  or  gas- 

oline stoves 

4,800 

150 

175 

1,900 

25 

75 

6,700 

175 

250 

Gas  stoves 

675 

20 

75 

5 

750 

25 

Electric  stoves 

610 

40 

40 

10 

650 

50 

H.  LANDSCAPIN&  OF  HOUSE 
(imrnber  of  Entries) 


O^mcr 

r 

Non-OT'mer 

Total  for  State 

Have 

Repair  s 

New  in- 

Have 

Repairs 

New  in- 

Have 

Repairs 

New 

in- 

now 

or  alter- 

stal- 

now 

or  alter- 

stal- 

now 

or  alter- 

stal- 

ations 

la,tion 

ations 

lation 

ations 

lat 

ion 

needed 

needed 

needed 

needed 

needed 

needed 

Yaxd: 

Surface  drainage 

away  from  house 

19,600 

1,900' 

900 

4,200 

750 

750 

23,800 

2,550 

1, 

650 

Lavm  established 

4,600 

750 

1,500 

650 

200 

900 

5,250 

950 

2, 

400 

Plantings 

8,700 

800 

5,300 

1,500 

250 

1,100 

10,300 

1,050 

6. 

400 

Walks  and  drives 

2,800 

800 

1,750 

500 

200 

850 

3,300 

1,000 

2, 

600 

Fences 

11,900 

3,400 

3,400 

1,950 

750 

1,150 

13,850 

4,150 

4, 

550 

I .  RELATIVE  D^PORTMCE  OF  REPAIRS  AND  IMEROVMENTS  WANTED 
(Number  of  Entries) 


Owner 

"KT  (TTl  /"IMTTl 

Total  for 

State 
/ 

$500 

$250 

$100 

$500 

$250 

$100 

$500 

$250 

$100 

House  repairs  and 

improvements: 

Foundation 

1,400 

1,100 

900 

400 

300 

250 

1,800 

1,400 

1,150 

Exterior  walls 

3,400 

3,200 

2,600 

750 

700 

500 

4,150 

3,900 

3,100 

Roof 

6,050 

6,575 

7,500 

850 

875 

1,000 

6,900 

7,450 

8,500 

Chimneys 

975 

975 

1,350 

275 

175 

150 

1,250 

1,150 

1,500 

Doors ,  windows , 

screens 

4,700 

4,700 

4,550 

950 

950 

950 

5,650 

5,650 

5,500 

Porches 

2,400 

2,100 

1,700 

400 

300 

200 

2,800 

2,400 

1,900 

Interior  walls. 

ceilings. 

floors 

5,300 

5,900 

4,800 

1,200 

1,200 

1,200 

7,500 

7,100 

6,000 

Additional 

room 

5,400 

3,500 

2,300 

1,200 

700 

400 

6,600 

4,300 

2,700 

Water  system 

4,800 

3,400 

2,000 

1,000 

700 

400 

5,800 

4,100 

2,400 

Sanitary  facilities 

1,600 

900 

400 

300 

100 

100 

1,900 

1,000 

500 

Lighting  system 

650 

280 

200 

100 

40 

40 

750 

320 

240 

Heating  system 

430 

240 

150 

70 

20 

10 

500 

260 

160 

Bathroom  equipment 

2,900 

1,500 

640 

650 

300 

120 

3,550 

1,800 

760 

Laundry  facilities 

700 

450 

250 

280 

200 

100 

980 

650 

350 

Cooking  facilities 

1,050 

800 

500 

100 

100 

100 

1,150 

900 

600 

Lejidsca.ping 

1,400 

750 

475 

200 

100 

75 

1,600 

850 

550 

Electricity: 

Home  plant 

200 

70 

50 

50 

5 

250 

75 

50 

Power  line 

300 

115 

60 

50 

35 

20 

350 

150 

80 

Bui 1 1- in- e  quipment 

1,400 

875 

650 

200 

150 

100 

1,600 

1,025 

750 

Furnishings 

2,600 

1,900 

870 

275 

200 

230 

2,875 

2,100 

1,100 

Questions  regarding  now  construction  and  av'ail ability  of  loceJ.  credit  sources  to  finance 
construction  contained  on  the  questionnaire  were  answered  "by  the  occupants  as  follovrs: 

IIEW  CONSTRUCTION  MB  FINANCING 


— —              ' '  1 

Oivner 

Non-cvmer 

Total  for  State 

\ 

Number  of  persons  reporting  contemplated 
construction  of  new  house  within  nejrb 
3  years 

4,300 

700 

5,000 

Number  of  rooms  to  be  constructed 

14,500 

2,300 

ib,  oU'J 

Number  of  entries 

4,100 

oOU 

EsT3imated  expendit-ure 

$2,683,000 

$502,000 

i)Z,  185,000 

Nimber  of  entries 

3,900 

600 

4,500 

Value  of  repairs  or  improvements  made  on 
the  present  house  during  the  last  3  yrs: 
Less  than  $100 

2,100 

11,900 

$100  to  $499 

3,600 

400 

4,000 

$500  and  over 

700 

100 

800 

Expenditure  for  repairs  or  improvements 
contemplated  vdthin  next  12  months 
(total  riinount) 

$1 

450,000 

$402,000 

$1,852,000 

Number  of  entries 

7,400 

800 

8,200 

Number  of  persons  reporting  that  money  is 
available  from  local  credit  so-orces  to 
finance  house  construction,  repairs,  or 
improvement  s 

900 

loO 

1 ,  UbO 

Number  of  persons  interested  in  borrowing 
money  to  finance  construction,  repairs,  oi 
improvements  provided  interest  rate  is 
satisfactory  .and  repayments  can  be  dis- 
tributed over  a  period  of  10  years. 

11,900 

1,400 

13,300 

Not  interested 

10,300 

3,800 

14,100 

Total  sum  desired 

$5 

,067,000 

$945,000 

53,012,000 

Nimber  of  entries 

11,500 

1,400 

12,900 

These  are  all  preliminsjry  data,  sub;ject  to  revision  before  publication. 
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(A  Civil   iiforks  Administration  Project) 


The  Farm  Housing  Survey  is  a  Civil  Works  Administration 
project,    carried  OTit  by  the  U.S.   Department  of  Agriculture  and  ' 
the  State  Agricultural  Extension  Services.      The   object  is  to 
provide   the  basic  inform;ition  necessary  for  a  program  of  im- 
provement for  farm  homes.     About  300  counties  throughout  the 
country  are  being  covered  by  tho  investigators.      This  report 
on  the   Stnte   of  Arkansas  is   tho   seventh  State  Sumiriary  to  be 
i  ssucd.  

PEEL IMIIUBY  RSP0:HT  FOE  TIE  STAT:S  OF  ARKANSAS 
(Subject  to  later  revision) 

The  Farm  Housing  Survey  covers  approximately  ten  per  cent   of   the  counties 
in  each  State,    except  New  York  and  Pennsylvania.      Seven  of  the  75  counties  of 
Arkansas  were   surve;/cd:     Arkansas,   Drew,   Faulkner,   Hempstead,    Izard,  Phillips, 
and  iVashington.     Reports   on  20,365  farm  houses   in  thcso  counties  have  been  tabu- 
lated. 

In  each  State  the  counties  to  bo  surveyed  were  selected  as  representative 
of  typical   farm  areas  in  order  that  the  results  of  the  surveyed  counties  might 
be  projected  over  the  whole   State  by  applying  appropriate  multiplying  factors. 

'Washington  County  was  selected  as  representative  of  tho  .aorthivestern  lime- 
stone area.     Although  this  is  a  tj-pical   fruit  county,    seven  cash  crops  are  also 
produced.     These  crops  are  produced  in  tho  majority  of  counties  included  in  the 
limestone  area.     The  Ozark  National  Forest  Reservation  is  v/itbin  this  section. 
The  principal  crops   in  Arkansas  County  are  rice  and  cotton,     Drcv/  County  v/as 
selected  as  typical   of  tho  large  end  sina,ll  cotton  plantations  with  some  truck 
farms  and  timber  land.      Izard  County  was   selected  to  represent  the  hill  counties. 
Field  workers  r.ad  to  go  on  horse  back  to  make  many  of  the  surveys.     It  has  only 
one  power  line  within  its  borders.     Cotto.\,    fruit,   and  truck  farms  are   found  in 
Hempstead  County.     Phillips  County  ropres'ints   the  Delta  country  a,nd  has  many  large 
plantations.     All  counties  in  thv;  State,   except  Bonton,   Carroll,   Washington,  and 
Madison,   produce  cotton.     The  sm-vey  sb.ov»-s  only  two  negro  families  in  Washington 
County,      In  Drew,   Hempstoad,   and  Phillips  Counties  the  negro  farm  population  is 
larger  than  the  white  f?i.rm  population. 

The  weighted  data  show  70  per  cent  unpainted  frame  houses,   25  per  cent 
painted  frame  houses,   4  per  cent  log  houses  and  1  per  cent  earth,   brick,  stone 
and  concrete  houses   in  the   State  of  Arkansas.      Twenty  per  cent  of  the  houses  arc 
under  10  years   of  age,    37  per   cent  are  between  10  and  24  years  of  age,    33  per  cent 
are  between  25  and  49  years  of  age,    and  10  per   cent  are  50  years  of  age   or  over. 
Ninety-three  and  four-tenths  per  cent   of   the  houses  have  only  one  story  and  6,6 
per  cent  are  of  more  than  one  story.     An  average  of  3,9  rooms  per  house  and  4»7 
persons  per  house,    or  1,2  persons  per  room,    is  shown  by  the  siarvey,  indicating 
a  condition  of  overcrowding, 
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In  approximately  95  per  ce.'.t  of   the  house:)   the  water  ^supply  is   co.rriod  from 
outside.      Two  per  cent   of  the  hones  have  hand  pui.ips   in  the  dwelling,    3  per  cent 
have  running  water   in  the   dv/elling,    42  per   cent  have   drilled  or   driven  wells,  32 
per  cent  have  dug  or  "bored  virells,    9  per   cent  have  springs,    11  per   cent  have  cister:-^: 
and  v/ater   is  carried  from  streams  into  1   per  cent   of   the  dwellings. 

Struct-'oral  repairs   to   the  present  houses   come  first  ii\  indicated  needs  with 
50  per   cent  of  the  foundations   sh.wn  as  pojr,    46  per   cent   of   the   interior  walls 
shown  as  poor,    44  per  cent  of  the  roofs   shovm  as  poor,    39  per   cent  of   the  doors 
and  windows   shovm  as  poor,   and  34  por  cent   of   the  exterior  walls,    of  the  chimneys, 
and  of   the  floors  shown  as  poor. 

Heplacements ,   renewals,    or  new  installation  and  repairs  or  alterations  arc 
needed  in  the  following  percentages: 


Percentage   of  houses 
in  which  replacement 
or  new  installation 
is  needed 


Percontage  of  houses 
in  v^hich  repairs  or 
alterations  are 
needed   


Foundation 
Walls,  exterior 
Eoof 
ChinPueys 

Poors  and  windows 
Screens 

Interior  walls  and  ceiling 
PI oor  s 


34 
41 
34 
28 
41 
21 
39 
38 


Additional  room,    especially  sleeping  space  and  storage   space  for   clothes  and 
linen  as  well  as  for  fresh  fruits  and  vegetables,    is  "badly  needed. 

There  were  242,334  farms  in  Arkansas  in  1929,    of  which  219,361  were  reported 
to  have  a  total  value  of  farm  dwellings   ox   $34,901,462.      The  farf.  population  was 
1,119,464  in  1929. 


SECTION  A 


■;v,::TE 

noj-.;hiis 

TOTAL  FOE  STATE 

OKner 

Non- owner 

Owner 

I'Ton-  ov.Tier 

Total   nuraber  of 

farm  houses 

75,000 

P5,300 

10,500 

63,200 

234,000 

Total  acres   in  faro* 

8,285,121 

5,280,079 

705,156 

1,782,606 

16,052,962 

Humber  of  farms* 

77,554 

85,201 

11 ,455 

63,124 

242,334 

Average  acres  per 

f  arm* 

107 

62 

62 

26 

66 

Total  acres   of  crop 

land  harvester  and 

plowable  pasture 

land  in  farm* 

3,229,467 

2,764,702 

325,729 

1,441 ,897 

7,751 ,795 

Wumbc-r  of  farms* 

77, 554 

85,201 

11, 455 

68,124 

242 , 334 

Average  acres  till- 
able per  farm* 

42 

32 

23 

21 

32 

*Totai   acreage  and  tillable  acreage  were   taken  directly  from  the  Census  of  Agricul- 
ture,  1930,    because  the  average  number  of  acres  per  farm  in  the   surveyed  counties 
was   substantially  different  from  the  average  of  the  remaining  counties  in  the  State. 
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B.   HOUSE  -  C-SNEEAL  INFOSiviATION 


Wp.  i 

bo 

Non-whi  te 

Total 

for 

Owner 

Hon—  oT/ner 

u  n  e  r 

Hon—  owner 

State 

Kind  of  house  (.numberj 

Log 

4,200 

4,175 

3  50 

1  , 100 

9 ,  82  5  j 

Ear  th. 

75 

25 

- 

- 

iUU 

Er  ame 

Unpainted 

36 , 900 

60 ,  900 

8,  700 

57 , 200 

1 d3 ,  r UU 

ramted 

32 , 800 

19 , 800 

1,400 

4,  900 

DO , yuu 

S  tuc  CO 

125 

200 

25 

- 

3 

Br  i  ck 

400 

1 50 

- 

- 

ooU  . 

o  tone 

450 

50 

- 

- 

bUU 

C  oner  e  te 

50 

25 

- 

Age  of  house  (nuniter) 

binder  10  years 

TOT  r^r\ 

2,200 

10, 700 

AP  7rin 

±u   ZiO  iC  ^  yeari3 

c 4 , OUU 

6± , 3UU 

4,  600 

26,  400 

O  D ,  OUU 

25  to  49  years 

^    1  r\r\ 

27 , 100 

3,200 

22 , 800 

/  O  ,  (5UU 

50  and  over  years 

y ,  3UU 

y ,  duo 

500 

3,  300 

ciC) ,  ouu 

wiie   ouury    i^uu-be    yn  u.ni  d  g  r  / 

D  / , uuu 

(  V  ,  ftUU 

10, 300 

61 , 800 

o  X  o  ,  ou  V 

More  than  1   story  (nuiiiher) 

b  ,  UUU 

b ,  yuo 

200 

1  ,  400 

±  D ,  DUU 

Total  numhcr   of  rooms 

'7  *~3  A    n  r\r\ 

41 , 600 

211 , 200 

y X  T , ouu 

N um oer  of  entries 

f o , UUU 

10 , 500 

63,200 

<&0^  1  UUU  1 

Average  nuinDer  of 

rooms  per  ncuse 

4,  b 

3*8 

4.0 

3.3 

1  Q 

o .  y 

Total  nuKiher   of  rooms 

not  in  use  at  any  time 

of  year 

4,  500 

10,400 

400 

4,  800 

20,200 

Number   of  entries 

2  ,  800 

5 ,  800 

300 

3,100 

T  AAA 

1 2 , OOu 

Total  number   of  regular 

0  c  c  up  an  t  s 

336,  700 

413,300 

50,100 

289,600 

1,089,700 

II umber   of  entries 

75,000 

35, 300 

10,500 

63, 200 

234,000  ■ 

Average  number  of 

1 

occupants  per  house 

4.5 

4.8 

4.8 

4.6 

4.7 

Average  number  of 

occupants  per  room 

1,0 

1.3 

1.2 

1.4 

^  12  ! 
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C.   C01Ii:iTlC".l  OF  KOUSE 


"WhitQ   QXifncrs   (Humber  of  entries) 


Fro'sent  condition 

Hep  airs  o_- 
al terati  ons 
needed 

Hcplacemcnb 

or  new 

installa- 
tion needed 

Good 

?air 

Poor 

,  r  UU 

<o  -i  ,  D  '  JU 

Of  ,  O ' J w 

20 , 800 

14, 900 

■V clI  1  s  ,    e X  u cr  i  or 

2  9,  300 

31 , 500 

14,400 

24 , 300 

5,  500 

jA      U  X 

30  , 000 

21 , 400 

23, 600 

13,000 

Chimneys 

34,100 

20 ,000 

16,200 

14,100 

9,200 

Doors  and  i./i ndo w;:. 

31 , 300 

27 ,800 

15  ,900 

22 ,800 

7,  500 

Screens 

19, 900 

13 ,200 

1 3 , 400 

18,300 

23,100 

raint,  exterior 

9  ,  400 

11 , 500 

13, 700 

10 , 800 

29 ,200 

Interior  v^alls  and  ceiling 

20,650 

33,350 

21 , 000 

25,  500 

12,600 

n  00 rs 

30.200 

29,400 

15,  400 

21,900 

6,  400 

Stairs 

3 .  900 

2  . 400 

1.200 

900 

900 

White  non- 

-ov/ne>-'S   (Nuinhcr   of  entries) 

Pre 

sent  condition 

Repairs  or 

alterations 

needed 

Eeplaccmcnt 
or  new 
ins  tal la- 

tion  needed 

Good 

Fair 

Poor 

Foundati  on 



1 4 , 000 

25,  600 

45, 400 

30 ,100 

24,300 

Walls,  exterior 

1 8 , 600 

3  5,400 

31 , 500 

37, 500 

13,000 

Eoof 

24, 700 

23, 90 J 

36. 700 

30 , 000 

20,000 

Chimneys 

23,200 

2  5, 800 

29, 300 

2  5, 100 

15,  900 

Doorn  and  ^/indovirs 

19 ,000 

31 , 500 

34, 800 

36, 900 

16,500 

Screens 

10 , 300 

15, 700 

28,400 

19 , 300 

38,500 

Paint,  exterior 

5  ,  200 

5,  500 

14, 800 

8  ,  300 

36,000 

Interior  v;alls  and  c<_iling 

12 , 200 

31 , 350 

41 , 7  50 

34, 700 

23,000 

Fl oor  s 

21 , 600 

33 , 600 

30 , 100 

33, 700 

14,300 

S  tai  r  s 

2.  300 

2  .  500 

2.300 

1  . 100 

820..  . 

! 

Non-whi  to 

ov/ners   (Numher  of  cntrie 

i 

Present  co.-idi  ti  on 

5epaiz-s  or 

alterations 

needed 

Ecplacement  j 
or  now  ! 

Good  ' 

Fair 

Poor 

installa- 
tion needed 

Foundati  on 

1  ,  400 

3,000 

6,  100 

4,  600 

3 , 200  i 

Walls,  exterior 

1  ,  000 

4,. 300 

4 ,  ;--c  0 

5,  300 

1,900 

Eoof 

1  ,  GOO 

2,200 

6,  700 

4,  500 

3,700  ' 

Chimneys 

2,100 

2  ,  500 

5,300 

3,000 

3,000 

Doors  and  winlov/.-^ 

1  ,  .500 

3,500 

5.  400 

5 ,  -"OO 

3 ,  600 

Screens 

500 

SOO 

3 ,  bOO 

2,400 

3,500  i 

Paint,  exterior 

200 

400 

1,000 

600 

3,200 

Interior  walls  and  ceiling 

1  ,  200 

3  , 100 

6,200 

4,  900 

3,100 

a  1 oor  s 

2,000 

4,000 

4,  500 

5, 100 

2,200 

Stair  s 

50 

100 

50 

100 

10 

C.   CO:IDITIOiJ  0?  KOUSS  (Continued) 


State  of  Arlra^^Eas 


Non-white  non-owners   ("Numher   of  entries) 

Pros.;nt  condition 

Hcpairs  or 

Replaccinent 

or  now 

ins  tu,l  1  a- 
ti  on  needed 

.  Good 

Fair 

Poor 

alters.tions 
needed 

Foundati  on 

7  ,  700 

IB  500 

'^9  000 

22 , 800 

25 ,  500 

.ialls,  exterior 

9  ,  300 

29 , 000 

18 , 200 

Eoof 

11    /I  ('in 

J.  1  ,  'iU  u 

1  D  ,  b'JU 

6  o  .  6'jv) 

23 , SOO 

23 , 600 

Chimneys 

12 , 100 

19  ,000 

28,800 

22  200 

19 , 700 

Doors 'and  windows 

7,300 

21 , 400 

34, 500 

pn  4-00 

Screens 

1  ,  600 

3,  400 

23, 300 

10 ,000 

29, 700 

Paint,  exterior 

400 

1  ,000 

4,000 

1  ,  800 

12,200 

Interior  walls  and  CGilinc: 

6  ,  500 

18, 100 

38, 600 

24, 500 

23, 700 

Fl oor  s 

11 , SOO 

22,700 

28. 900 

27,100 

16,800 

Stairs 

450 

500  , 

5,50 

.-^00 

7  50 

COlvDITIOS  OF  HOUSE  (Concluded) 


Total   for   State  (Nuiiih 

or   of  exitrics) 

Present  condition 

Repairs  or 
al terations 
needed 

Replacement 

or  new 

installa- 
tion needed 

Good 

Fair 

Poor 

Foundation 

45, 800 

69, 700 

118 ,000 

78',  300 

67,900 

IfK'alls,  exterior 

59,100 

94, 500 

80 , 400 

96, 100 

38, 700 

Eoof 

6  7,  700 

63,000 

103, 300 

80 , 500 

60 , 300 

Chimneys 

71, 500 

68, 300 

79, 600 

65, 300 

47, SOO 

Doors  and  v;indows 

59 ,100 

64, 300 

90 , 600 

95,000 

47,000 

Screens 

32 , 800 

39,200 

73, 900 

50,000 

97 , 100 

Paint,  exterior 

13,200 

18,400 

33, 500 

21 , 500 

80 , 600 

Interior  v/alls  and  ceiling 

40, 550 

85, 900 

107, 550 

90, 600 

62,400 

Fl  oor  s 

65, 400 

89, 700 

78, 900 

87 , 800 

39, 700 

Stair  s 

6.  700 

5.  500 

4,100 

2 .  400 

2.  480 

Vl'hi  tn 

Ow^ 

ler 

Non- 

-owner 

Have 

Addi  tional 

Have 

Additional 

p.ow 

room  neeaed 

now 

room  needed 

Bedrooms  ** 

180 , 200 

14,  800 

173, 700 

23, 300 

Kumher   of  entries 

74, 700 

11 ,000 

85, 200 

17,700 

Living  room 

33, 100 

5,  600 

24,000 

6 , 500  ' 

Dining  room 

38, 100 

4 ,  300 

31 , 500 

6,  400 

Ki  tchen 

73, 400 

375 

82 , 600 

425 

Work  room 

5,  500 

3 , 000 

4,200 

2  ,  200 

Washroom  for  farm  help 

2,075 

2.  800 

1  ,  350 

2  ,  500 

Bathrooms 

5 ,  300 

2 ,  200 

2  ,150 

1 ,  800 

Halls 

20 , 600 

200 

14,  800 

400 

Basement 

3,700 

500 

1  . 700 

400 

Closets  *** 

46, 500 

34, 300 

26, 900 

3  8, 300 

i!lum"ber  of  entries 

2  6, 900 

16,  300 

15,  900 

18,  800 

Jront  or   sj.de  porch 

65, 600 

1  ,  900 

73, 300 

2 , 400 

Back  porch 

43, 500 

5 , 200 

39, 400 

8,100 

Storage  space  for  fresh 

fruits  and  vegetahles 

27. 500 

17. 400 

16,100 

22.700  1 

state   of  Arkansas 


D.   SPACE  REQUIBEmTS  *  (Concluded) 


Non-whi  te 

Total 

for  State 

0 

[vner 

}Ion- 

-oiuncr 

Have 

Addi  ti  onal 

Addi ti onai 

Have 

Add  i  ti  onal 

now 

room  needed 

now 

room  needed 

now 

ro  cm  needed 

Be  dr  o oms   *  * 

24 , 100 

2  ,  800 

126 , 600 

1 9 , 000 

504, 600 

59 , 900 

IIuiii"ber   of  entries 

10 , 500 

2  , 000 

63 , 200 

1 3 , 600 

233, 600 

44, 300 

Living  .TOom 

1 ,  600 

700 

4 ,  300 

2  ,  900 

63,000 

15, 700 

Dining  room 

4,  70  C 

500 

IS , 300 

1  ,  700 

92 , 600 

12, 900 

Ki  t  cb.e n 

10 , 400 

75 

62 , 700 

1 50 

229 , 100 

1  .025 

0  r  k  r  0  oia 

450 

350 

1 ,  250 

450 

11 , 400 

6,000 

25 

100 

50 

100 

3,  500 

5,  500 

125 

175 

125 

r-)  o  r* 

225 

7  ,  700 

4,  400 

Halls 

2  ,  700 

100 

5 , 000 

<sO 

43,100 

720 

Basement 

75 

75 

100 

25 

5,575 

1 ,000 

Closets  *** 

1 ,  700 

5,200 

5,400 

14,000 

80 , 500 

91 , 800 

Kumter   of  entries 

1 ,  400 

2.400 

4,100 

7  ,  300 

48, 300 

45, 100 

Front  or   side  porch 

8,  800 

600 

53,400 

2,700 

201 ,100 

7,  500 

Back  porch 

4,600 

1  ,  500 

13,200 

3,  600 

105, 700 

IS, 400 

Storage  space  for  fresh 

fruits  and  V j  p;e  ts.'bl  e  s 

1 ,000 

1  ,  400 

3 ,  500 

3  ,  800 

48.100 

45, 300 

E.   rt'ATEE  SUPPLY  HID  SEwAGE  DISPOSAL  * 


v/h  i  t  e 

Owner 

Non-owner 

—  _  .  

Have 

Sepair  s 

Nev/ 

Have 

Pucpair  s 

Nov/ 

nov/ 

or  alters 

instal - 

nov/ 

or  altera- 

instal- 

at ion-. 

1 ati  on 

tions 

lation  j 

needed 

needed 

needed 

needed  j 

Source  of  v/ater: 

Well,    drilled  or  driven 

23,900 

1 ,200 

900 

35, 600 

3,200 

3,000 

If/ell,    dug  or  horcd 

30 , 700 

3,  500 

1  ,200 

26,000 

4,  800 

2  ,  300 

Spring 

8,  800 

400 

2  50 

9  ,  400 

450 

25 

Ci  stern 

13,200 

2 ,  300 

SOO 

10, SOO 

2,400 

1  ,  300 

Str  yam 

300 

800 

'//ater   supply  for  house: 

Carr i  ed 

Distance   (total  feet) 

7 ,777, 300 

le  ,  183  ,  700 

Number  carrying  v/ater 

58, 500 

71 , 800 

Hand  pump  in  dv/elling 

1  ,  300 

100 

200 

1  ,  800 

75 

400 

Piped, cold 

4,100 

50 

200 

2,200 

75 

400 

Piped,  hot 

1  ,  750 

200 

620 

25 

300 

Sanitary  facilities: 

Outdoor   toilet  (privy): 

Improved 

4,  500 

400 

4 , 300 

3 ,  300 

700 

8,  500 

Unimpr  oved 

46,100 

51 ,300 

Indoor : 

Chemi  cal 

120 

50 

550 

5a 

Flush 

1  ,  720 

25 

100 

I.O3O 

10 

200 

Bathroom  fixtures: 

Tub 

3, 100 

50 

800 

1  ,400 

50 

500 

Shower 

400 

300 

200 

300 

_  Lavatory 
Kitchen  sink  v;ith  drain 

2,  350 

25 

500 

1  ,050 

500 

5 ,  900 

200 

3,100 

2,200 

100 

3,000  1 

1 

Disposal   of  sowage: 

i3optic  tank 

1  , 100 

20 

200 

400 

50 

300  j 

Ce  sspool 
Str earn 

700 

400 

20  i 

225 

5 

25 

225 

Surface 

6 , 200 

2,  700 

j 

_^^i'jumber  of   entries  except  where   otherwise  indicated 
^^^W umber  of  bedrooms 
Number  of  closets 


~'~  ■'  StR.bn  of  Ai-^'ans^s 

E.  WATER  SUPPLY         SE^v'Ar.E  DISPOSAL  ♦ 


(Conui  7iued) 


N on- white 

Owner 

Hon- owner 

Have 

itep  :>i.rs  or 

iviA/.  insoax" 

Rave 

-ttcpaxi  o  or 

WoW    xXib  UctX"* 

nov7 

al 1 0 r at  ions 

1 at ion 

nov/ 

alteratxons 

needed 

noodod 

needed 

nGcd.G(i 

Vro     J.  1      U.X  X  ^  J.  CU.     Ui.     vj.!.  J_  V  C-ll 

Well  d-Hg  or  bo3?6d 

ADC) 

Rnn 

"7/  0,00 

4  sno 

4,  oUU 

io, yuu 

7  7nn 
a ,  >iUU 

o  Qnn 
,d,  yuu 

Q-nr»  T  TO  cr 
opx  Xl-lg 

CO 

&  utJx  11 

4UIJ 

iUU 

f  o 

1  ooo 

'inn 

Ann 

TiUU 

C  4-  y  id  am 

f;rin 

Tin  c  4"  ciT^^  o     1  ■|*i^Tcan  Tt^/^T"! 

TvTnmTi^^'T*    r»3"^T*Tn  tic  wa'f.f^'P 
I'juiiiL'C'X    i^ci^x  yxixg  vvci/UL^x 

Q  Ann 
,  out' 

,-1  nnfi 

XlcL>ilX     IJUlilL/     Xll    <wLU/OXX  Lil^ 

XXUCLLi  ^<^XU- 

OU 

Ann 

1  n 
xu 

i  X  j;^vU.J      IHJ  u 

iU 

1  nn 
xuu 

UU-'-'vxUUX      uUiJ-CiO     \^\'XXVyJ  • 

oJIipx  U  V  e  1.4. 

1  nn 

o  1  nn 

o  Qnn 
<d,  yuu 

1  7nn 
X ,  oUU 

K  nnn 
D,  uuu 

UIlJ-IIlJJx  O  V  UU- 

4-4-  nnn 

XX1U.UUX  • 

J:  U.U.bXl 

7n 
ou 

1  n 
xu 

"Rpi "hiliTnoTin  "Fi  V"1",tit*p^  • 

J_^CL  UJ.i.X  <J  WU-i    X  X  ^  U  1-1 X       O  • 

Tub 

c;n 

T  n 

xu 

5 

20 

JjCiVciUUl.  J' 

20 

50 

20 

Kitchen  sink  with  drain 

50 

200 

75 

10 

150 

Disposal  of  sewa[:e: 

Septic  tank 

20 

20 

10 

Cesspool 

10 

20 

Stream 

Surface 

300 

500 

E.  V^ATER  SUPPLY  A>ID  SEl.'vAGE  DISPOSAL  * 


Total  for  State 

Have 

Repairs  or  altera- 

New installation 

now 

tions  needed 

,  needed 

Source  of  vj-ater : 

Well,  drilled  or  driven 

97,700 

9,500 

12,900 

Well  dug  or  bored 

75,400 

12,800 

7,100 

Spring 

20,900 
25,700 

900 

300 

Cistern 

5,000 

2,375 

Stream 

1,300 

Wa-ter  supply  for  house: 

Carried 

Distance  (total  feet) 

48,744,900 

Number  carrying  v/ater 

200,900 

Hand  pianp  in  dwelling 

3,450 
'3,750 

200 

625 

Piped,  cold 

135 

500 

Piped,  hot 

2,  iOO 

25 

500 

Sanitary  facilities: 

Outdoor  toilet  (privy) : 

Improved 

11,000 
147,800 

2,500 

20,900 

Unimproved 

Indoor : 

Chemical 

670 

100 

Elush 

2,800 

45 

300 

Bathroom  fixtures: 

T-ab 

4,575 

110 

1,300 

Shower 

625 

600 

Lavatory 

3,470 
8,225 

45 

1,000 

Kitchen  sink  with  drain 

.  310 

6,450 

Disposal  of  sewage: 

Septic  tanl'C 

1,540 

80 

500 

Cesspool 

1,130 

20 

Stream 

450 

5 

25 

Surface 

9.700 

*  Numiber  of  entries  except  where  otherwise  indicated. 
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F,   LIGHT  AND  HEAT  (Num'ber   of  entries) 


X  '  ■  

Vifhi  te 

Ovmer 

Hon- owner 

Have 

Repair  s 

Hew 

Have 

Repair  s 

STeviT 

now 

or  altera- 

instal- 

now 

or  altera- 

instal- 

tions 

lati  on 

ti  ons 

lation 

jnecded  i 

needed  i 

Aoeded 

/needed 

Lighting: 

Kerosene  or 

gasoline  lamps 

69,200 

- 

1  ,400 

83.200 

- 

2  ,  300 

Ac  e  tyl ene 

475 

75 

5 

175 

75 

— 

ripea  gas 

325 

25 

25 

50 

10 

Electric : 

Home  plant 

2  , 250 

300 

50 

550 

50 

25 

Power  line 

3 ,  375 

25 

200 

1 ,  700 

350 

Mi  1  e  s 

443 , 000 

500, 000 

HTomber  of  entries 

56, 000 

66, 700 

Heating i 

Fi  r  epl ace  s 

40 , 200 

3 , 800 

1 ,  300 

39, 600 

6 ,  700 

2  , 100 

,  Stoves 

52 , 400 

2,000 

1 ,000 

57 , 600 

3,200 

2,  500 

Circulating  heater 

820 

5 

230 

Pipeless  furnace 

25 

100 

50 

50 

50 

Piped  vv'arm-air" 

steam,    or  water 

furnace 

200 

5 

25 

F.  LIGHT  AHD  HEAT 


■t\To-n-whi  te 

Ownrt-r 

Non- owner 

Have 

Repair  s 

New 

Have 

Repair  s 

New 

now 

or  altera- 

instal- 

now 

or  altera- 

ins  tal - 

tions 

lati  on 

ti  ons 

lati  on 

needed 

needed 

^needed 

■■  needed 

Li  ghting: 

Kerosene  or 

gasoline  lamps 

10,400 

400 

51  ,  800 

3,  900 

Acetylene 

25 

50 

Piped  gas 

10 

Electric : 

Home  plant 

50 

50 

25 

Power  line 

50 

225 

Mi  1  e  s 

35,000 

2  67,000 

Number  of  entries 

9  ,  400 

59, 300 

Keating: 

Fireplaces 

5,200 

1,  500 

800 

30,100 

10,200 

3,  900 

Stove  s 

7  ,000 

1,000 

600 

39, 800 

5,800 

4,  800 

Circulating  heater 

10 

20 

Pipeless  furnace 

Piped  warm  air , 

steam,    or  water 

furnace 

state  of  Arkansas 

F.  LIGHT  AND  HEAT  (Concluded) 


Total   for  State 

Have 

Ecpairs  or 

IleVv-  in- 

now 

al  terations 
needed 

stallati  on 
ne  eded 

L  i  ghting : 

Kerosene  or 

gasoline  lamps 

224, 600 

8,000 

Acet^v'lene 

725 

150 

5 

Piped  gas 

385 

35 

25 

El oc  tr  ic : 

Home  plant 

2 ,  900 

350 

100 

Pov^er  line 

5,  350 

25 

550 

Mi  1  c  s 

1 ,245,000 

- 

- 

Kui'i'bor   of  entries 

191  ,  400 

- 

- 

Heating ; 

Fireplace  s 

115,100 

22,200 

8,100 

Stove  s 

15G,800 

12,000 

8  ,  900 

Circulating  heater 

1 ,060 

5 

Pipeless  furnace 

75 

150 

50 

Piped  warm  air, 

steam,    or  v/ater 

furnace 

225 

5 

G.  EEFRIGEEATIOil,  LAUIJDHY ,   AITD  COOKING  FACILITIES  (K-,mbor  of  entrie^ 


VJhi  to. 

Ovmor 

Non- owner 

Have 

Ecpairs 

New  in- 

Plave 

Eepair s 

Uuv;  in- 

no'»7 

or  altera- 

s tal la- 

now 

or  altera- 

s tall  3.- 

tions 

t  i  on 

tions 

ti  on 

.needed 

needed ► 

needed 

needed 

Pel ri gar at ion: 

Ice 

13,200 

500 

5,  900 

9,700 

850 

7  ,000 

Mechani  cal 

2,100 

50 

100 

575 

10 

200 

Laundry : 

Where  done: 

Out-of-doors 

53, 700 

80. 700 

In  ki  tchen 

24, 800 

90 

45 

30, 600 

70 

si 

In  "basement 

3  50 

25 

75 

10 

In  special  room 

on  same  level 

vj-ith  kitchen 

2,  200 

15 

650 

775 

125 

700 

Equipment : 

Fixed  tuhs 

2,100 

150 

900 

25 

2  50 

Power  machine 

1,  900 

80 

135 

1  .  200 

20 

275 

Hand  machine 

1 ,  800 

140 

1 .300 

600 

20 

1 ,  600 

Cooking  facilities: 

'»«ood  or  coal 

stoves 

72,000 

2,800 

2,200 

83,000 

4,  600 

4, 100 

Kerosene  or  gas- 

oline stoves 

5,100 

200 

50 

3,  450 

100 

75 

Gas  stoves 

400 

25 

100 

Electric  stoves 

2  50 

25 

25 

30 

""^  "  fcitate   of  VrkansaS 

G.   EEFRIGEHATION,  LAUNDEY,   AND  ::00KING  FACILITIES 


ii!  —  ■  ^ 

IT  on-  wh 

ite 

Owner  

ITon- owner  i 

i 

Have 

Pepair  5 

New  in- 

Have 

Repairs 

New  in- 

no^v 

cr  cilt..ra- 

stalla- 

now 

or  altera- 

stalla- 

t i  ons 

tion 

tions 

tion 

needed 

nec  dcd 

needed 

needed 

Eefrigerati  on: 

Ice 

1  ,000 

200 

400 

4,100 

400 

1  ,100 

Mechanical 

- 

10 

Laundry ; 

Where  done: 

Out-of-doors 

10, 300 

- 

61 ,100 

In  kitchen 

2  ,  300 

40 ; 

- 

28, 700 

95 

30 

In  "basement 

5 

- , 

- 

_ 

_ 

In  special  room 

on  same  level 

Virith  kitchen 

10 

- 

25 

25 

Eq^uipment : 

Fixed  tuhs 

10 

- 

- 

90 

10 

PoTfer  machine 

5 

10 

10 

- 

Hand  machine 

2  5 

50 

175 

Cooking  facilities: 

Wood  or  coal 

stoves 

10, 400 

1 ,  200 

1 .  200 

61 , 100 

8.  300 

10, 600 

K-erosr^ne   or  gas- 

oline stoves 

50 

20 

350 

50 

10 

Gas  stoves 

10 

10 

10 

Electric  stoves 

G.   BEFHIGEEATION,   LAtHIDP.Y ,   AilE  COOKING  FACILITIES 


^  V uxiu  J- u.ae  a  ; 
i                                              Total    for  State 

Have 

Hepairs  or 

New  in- 

now 

al  terations 

stallation 

needed 

needed 

Eef ri  gerat i  on: 

Ice 

28,000 

1,  950 

14,400  , 

Kechani  cal 

2  ,  685 

60 

300 

La.iandry : 

Where  done : 

! 

Out-of-d.oor  E 

20,5,800 

' In  ki  tchen 

36,900 

295 

170  \ 

In  "basement 

430 

35  i 

In  special  room 

i 

on  same  level 

with  kitch.cn 

2,985 

140 

1 , 400  , 

Ei^uipment : 

Fixed  tuhs 

3,100 

25 

410  ■' 

'Power  machine 

3,115 

100 

420  : 

I'Hand  machine 

2  ,  600 

160 

2,9  50 

Cooking  facilities: 

litood  or  coal 

stoves 

226, 500 

15, 900 

18,200  ; 

Xeroserie  or  gas- 

oline stoves 

8,  9  50 

370 

135 

Gas  stoves 

520 

35 

■      ,,.     Electj-i  g  stoves 

275 

55 

-11- 
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H.  LMDSCAPING  OF  ZOUS^ 
(Numter   of  entries) 


Wlii  to 

Own  or 

I^on-  ovmor 

Have 
now 

Repairs  or 
al torati  ons 
,necded 

llew  instal- 

Ir.tion 

needed 

Ea.ve 

Heiia.irs  or 
al ter at  i  ons 
.needed 

IJcv;  instal- 
lation 
.needed 

Yard: 

Surface  drainage 
away  from  house 
Lawn  e s tatl i shed 
Pi  ant  ings 
Walks  and  drives 
Fence  s 

67 , 400 
50 , 300 
23, 900 
12, 500 
36, 700 

7  ,  300 
3,  700 
7,  700 
6,  700 
19,200 

3,900 
24,000 
27,200 
33,300 
21 .200 

73  ,100 
21 , 300 
12,700 
6 ,  700 
35. SOO 

11 , 500 
8,200 
5,  100 
4,  300 

19.200 

7  ,  200 
31 , 450 
35, 800 
39, 200 
31 . 800 

H.  LAND&CAPIi'JG  OF  HOUSE 
(Number   of  entries) 


Kon-whi  te 

,     Owner  , 

IJon-OY/Tier 

Have 

Eopairs  or 

Now  instal- 

Have 

Repairs  or 

Nov;  instal- 

now 

al tcrati  ons 

1  .?.ti  on 

no;v 

al terati  ons 

lation 

needed 

needed 

needed 

needed 

Yard: 

Surface  draina.ge 

away  from  hoase 

9,100 

2,200 

700 

50 , 300 

12 , 800 

5,500 

Lawn  established 

1 ,  300 

500 

2,350 

6,100 

2,  500 

11,000  [ 

Plant  ings 

2,000 

600 

2,200 

5,  500 

1  ,  800 

10, 300 

Walks   and  drives 

700 

500 

2,500 

5,400 

4,  700 

12,200 

Fence  s 

5,  300 

3,100 

3,000 

2  8.  500 

17 , 500 

14.  300 

E.  LANDSCAPIi-G  OF  HOUSE 
(iJ -amber   of  entries) 


Total   for  State 

Have 

Repairs  or 

i?cw  in- 

now 

al terati  ons 

stallation 

needed 

needed 

Yard: 

Surface  drainage 

av/ay  from  house 

200 , 500 

33, 800 

17, 300 

Lawn  established 

59, 500 

20, 900 

68,800 

Plantings 

44,100 

15,200 

76,100 

walks  and  drives 

2  5, 500 

16,200 

87,200 

Fence  s 

106,100 

58, 800 

70 , 900 
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I.  RELATIVE  liviPOETArlCE  OF  El^PAIHS  AHD  li/jPHOVEivJllrlS  nAl-TTSD 

(Number   of  entries) 


'.7hi 

Owner 

.ilon-owner 

$500 

$250 

'  

$100 



$500 

$250 

$100 

—  ^  

House  repairs  and 

• 

Impr  ovemen  t  s • 

X  U  U-Ii  da  L  1  O  IJ. 

1 1 , 500 

12 , 300 

1 1 , 400 

1 1 , 800 

13 , 500 

17 , 800 

i  o  ,  <oUU 

<;0  ,  DUO 

1  n     OA  A 

n    T  AA 

1  /  ,  iOU 

TO  or\r\ 

T  C     1  AA 
i  b ,  100 

xX  0  0  f 

I o , UuU 

<sO  ,  rVU 

OA  AAA 

, you 

1  '~  AA 

1 o , oOO 

I  8 , oUU 

O  o     o  AA 

d  /  ,  <dOO 

D  ,  dUU 

C     C  A  A 

D ,  bUU 

'7        A  A 

/  ,  oUU 

o  inr^ 

1  A  '2AA 
lU , oOO 

J-*                                 KWi  IJ.            VV  O  , 

*5      T*  1^      Tl  Q 

X  o , yuu 

1 D , oUU 

T  /      /I  A  A 

1 4 ,  4UU 

T  O     '^A A 

d 6 , oUU 

do , r UU 

P  n  "T  P  Vl  ^  C 
^  W  X  W  llO  o 

1 1 , oUU 

1  3  ,  /UU 

1  A     /  A  A 

lU , 400 

TO     /I  A  A 

1  <d  ,  4UU 

i  o , yuu 

n  ^7     OA  A 
X  3 , oOO 

I     'i'.  ^ 'n  ^  r\'n          1  1  q 

-lllOC^X   XVX       VI'  CUX  X  o  , 

<wOXXX  liKO  , 

X  J-  t  J  (J  X  o 

£!i  ,  <JoU 

24 ,  rJO 

OA      /'~\  A  A 

20 , 000 

22, 5  50 

2  8 , 300 

O  ^  AAA 

CO , yuu 

Addi  ij  i  oiial 

r  o  oiTi 

i  O , oUU 

il , 30 U 

/  ,  bOO 

1 L , SuU 

T  1       ^A  A 

1  i  ,  oOO 

(  ,  /UU 

'"ciocx    ovoij  ei^i 

Q    1  nr^ 

[2     O  AA 

b ,  you 

ry          A  A 

rj      /I  A  A 

/  ,  40U 

f-     OA  A 

b ,  /OO 

A    ^  r\r\ 
4  ,  oUU 

Saniijary  facilities 

^  ,  fU  J 

3 ,  40C 

2  ,  300 

4 ,  400 

4,  400 

b  ,  000 

Lighting  systera 

2  ,  400 

1  , 100 

400 

1  ,  700 

800 

300 

Heating  system 

750 

400 

100 

400 

300 

200 

Bathroom  equipment 

5,700 

3,  300 

1,650 

3,  700 

2,300 

1 ,200 

Laundry  facilities 

2,  700 

1  ,  500 

525 

2,500 

1 , 150 

525 

Cooking  facilities 

2  .  500 

1  ,  500 

650 

2 ,  900 

1  ,  700 

1  ,200 

Landscaping 

3,  500 

2,600 

2,000 

2,  700 

2,100 

1  ,  500 

Electricity: 

Home  plant 

1  ,100 

350 

125 

430 

75 

75 

Power  line 

1  ,150 

625 

275 

950 

500 

175 

Bui  1 1- in- equipment 

4, 100 

2,600 

1 ,  400 

3,500 

2,900 

1  , 400 

Furni  shines 

8.600 

5,100 

3.  600 

10 .400 

7.100 

5,300 

-15-  Stats  Arkansas 

1.  miATlYE  IMPOM'Al^'CE  0¥  Fll-AIE'-S  A^jD  U.ffKOVEl.^ENTS  WA^ITED 

(Continued)  (Kumtcr  of  entries) 


Kon-whi 

.te 

0''jner 

Non-o7iner  , 

$500 

-— -  -  ■'■  - —  — 

$250 

■ 

$100 

$500 

$250 

$100 

House  re'oairs  and 



 1 

improvement  s : 

27,900 

Foundation 

9  1  no 

O  ,  OVVJ 

3  500 

11, 400 

14,000 

Exterior  walls 

2,200 

3,200 

2*  700 

11,000 

14,100 

21,200 

Roof 

4*  700 

12  300 

16, 300 

31 , 900 

Chimneys 

O  f  0\J\J 

2, 200 

8,  400 

12,100 

16,400 

Doors,  windovj'E, 

screens 

3  600 

14,000 

20,900 

30,000 

Porches 

1  700 

3, 300 

2]  300 

9^000 

14,700 

13,900 

Interior  walls, 

ceilings, 

floors 

?  700 

4, 500 

3, 100 

13,000 

21 , 700 

21,100 

Additional 

room 

1  400 

1, 500 

800 

7,100 

8,000 

4,000 

Water  system 

600 

800 

600 

2,  700 

4,700 

5,400 

Sanitary  facilities 

700 

1  200 

700 

2,500 

5,300 

10,100 

Lighting  system 

25 

25 

20 

100 

125 

30 

Heating  system 

100 

100 

350 

500 

100 

Bathroom  eauipment 

200 

ICO 

25 

800 

700 

625 

Laundry  facilities 

300 

150 

25 

1 , 000 

300 

125 

Cooking  facilities 

500 

300 

100 

2,100 

1,600 

950 

Landscaping 
Electricity: 
Home  plant 

200 

500 

200 

1,100 

1,000 

600 

5 

40 

10 

Power  line 

10 

75 

75 

35 

Built-in-equipment 

400 

300 

50 

1,200 

1,200 

700 

Furnishings 

1,200 

500 

300 

5,600 

4,100 

2,300 

I.  EELATIl^E  IJ/IPORTAKCE  OF  PEPAIHS  AilD  IMPROmiEKTS  WA1\ITED 

(Concluded)  (iJ-'jm'ber  of  entries) 


Total  for  State  \ 

$500 

$250 

$100 

House  repairs  and 

improvement  s : 

Foimdation 

36,800 

43,100 

60,600 

Exterior  walls 

48,500 

56,600 

59,200 

Roof 

48,100 

59,500 

84,700 

Chimneys 

24,100 

31,100 
65,600 

34,700 

Do  or  s ,  windows , 

49,100 

74,700 

screens 

Porchos 

34,700 

47,600 

40,400 

Interior  vialls. 

ceilings 

floors 

59,500 

79,700 

71,100 

Additional 

room 

34,000 

32,400 

20,100 

Water  system 

19,800 

18,000 

14,000 

Sanitary  facilities 

12,300 

14,300 

19,100 

Lighting  system 

.1 

■I,  c^^O 

2,050 

750 

Heating  system 

1,600 

1,300 

'iOO 

Bathroom  equi3m8nt 

10,400 

6,400 

3,500 

Laundry  facilities 

6,500 

3,100 

1,300 

Cooking  facilities 

8,000 

5,100 

2,900 

Landscaping 

7,500 

6,000 

4,300 

Electricity: 

Home  plant 

1,575 

435 

200 

Power  line 

2,175 

1,200 

495 

Bui  1 1-  i  n-  e  quiprnent 

9,200 

7,000 

3,550 

Furnishings 

25,800 

17.800 

11.500 
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Q.uestions  regardirig  r.ew  construe  ti  ca  and  availability  of  local  credit  sources 
to  finance  construction  conuoined  on  the  aue  s  t  i  on.-.air  e  v»-ere  ansv/ered  by  the  occuparts 
as  follows: 


J.  iJEiV  CCKSTEUCTION  AIIL  ni:i!,ICIl:IG 


White 

■ 

I-  "■    ■  ■                                                   ,  ,   

Ov/ner 

I'lon-  owner 

Kuraber   of  p<jrsons  reporting 

contemplated  constructi  on 

of  new  house  within  nc>:t  7>  yrs. 

5,  600 

4, 

000 

Number   of  roori'is   to  be  constructed 

20,  62  5 

15, 

125 

N-un-.h or   u f  c n tr  i  e  ii 

5,100 

3, 

700 

Esti-..a.tod  oxpo:idi  ture 

$i. 

959,200 

■'32  ,  234, 

400 

1-Turrj,b  i.'  r   of   en  tr  i  s 

5,100 

3, 

600 

Value  of  rep'^irs  or   irr,pr o veracnt s 

made   on  the  pre;  ^e jit  houoC  during 

the  last  3  jeai's. 

Less   -ohan  $100 

21 , 400 

18, 

400 

$100   to  $i-.39 

5 ,  300 

2  , 

300 

$500  Bv.ii  over 

1 ,  400 

400 

Expenditure  for  rev-airs   or  improvements 

conteriplated   within  next  12  months 

(total  amo  uxi.  t ) 

$3, 

629, 900 

$2, 480 , 

200 

ITu-mber   of  entries 

13,100 

13, 

800 

N^jmber   of  persors  rej.iOrting  that  money 

is  avail.'.blc  from  local   credit  sources 

to  f  i  nanc  e  hou  j  «  c  on  s  tr  ac  t  i  o  n ,  repairs, 

or  improvements 

4,100 

3, 

800 

Number   of  persons   interested  in  borrow- 

ing money  to  firiancc  construction, 

repairs,    or   imvr  ovemo'nt  p--ovided 

interest  rate   's  satisfactory  cind 

repayments   can  be  distrib\:ted  over  a 

period  of  10  /oars. 

30 , 500 

21. 

SOO 

]5  0 1  interested 

1 

29,9':0 

56, 

500 

TotoJ   sum  desir  d 

$9, 

451, 30O 

$6 , 863 , 

900 

umb c r   of  e n tries 

29. 300 

21  , 

100 
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J.   NEW  COKSTEUCTION  AND  FINJi.NCING 
(Concluded) 


Ilon-whi  te 

Total  for 

 —  

Owner 

Non- owner 

State 

N-ain'b3r   of  persons  reporting 

conte.Tiplated  conatr'acti  on 

01   nev;  house  witnin  neiet  3  yrs. 

1  ,  400 

2  ,  700 

13 , 700 

llumter   of  rooms   to  Tdo  constructed 

4,  SOO 

10, 550 

51  , 100 

Uumter   of  entries 

1  ,200 

2,  700 

12  ,  700 

Estimated  expenditure 

$513,  4.00 

$1,215,900 

$5 , 922 , 900 

Nurnt  e  r   0  f  e  n  t  r  i  e  s 

1  ,  300 

2  ,  700 

12 , 700 

Value   of  repairs   or  improvements 

made   on  the  present  ho-.ise  during 

the  last  3  j^oars. 

Less   than  $100 

2,400 

7,  600 

49 , 300 

5i)100  to  ,~;5499 

500 

500 

8 ,  900 

$500  and  over 

- 

100 

1  , 900 

Expenditure   for  repairs  or  improvements 

contemplated  v^ithin  ne3:t  12  months 

(total   o.mo  un  t ) 

$1 ,0  99 , 400 

$1 , 374, 500 

$8 , 584 , 000 

Ifuml) er  of  entr i  s 

5,  300 

10,100 

47 , 300 

Number   of  persons  roportin,!^  that  money 

is  civailahle  from  local    credit  sources 

to   finance   house  construction,  rep-airs, 

or   i mp r  o v em.e n t  s 

200 

2  ,  300 

10 , 400 

NuiT-her   of  persons   interested   in  "borrow- 

ing money   to   finance  construction. 

repairs,    or   improvements  provided 

interest  rate   is   satisfactory  and 

repayments  can  he  distributed  over  a 

period  of  10  years. 

8,100 

25,  900 

86, 300 

Not  interested 

2,200 

32, 500 

121 ,100 

Total   suT;;  desired 

$2,143, 500 

$6,293,800 

$24,752,500 

Kujiher   of  entries 

8,100 

25,  900 

84.400 

These  are  all  preliminary  data,    suhject  tc  revision 
before  publication. 
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